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Ik the analysis of swing-bridges given 
in the following pages^ no acknowledg- 
ment of indebtedness, or other reference, 
to any woric which has appeared upon 
the subject, is therein made, as no book 
fs. has been consulted in its preparation, 
'^'^ although much of the ground has been 
previously well explored; except that 
:j^ equation (1), of Case III, was taken with- 
xlo out material change from Professor W. 
^ H. Burros able work on the '' Stresses in 
Bridge and Eoof Trusses." Otherwise 
the solution of continuity herein given is 
entirely the result of independent inves- 
tigation. 

In the Introduction no originality 
"^ 3 




whatever has been attempted. The 
principles given are well known and 
established. The texts of other writers 
have been liberally drawn upon, where 
principles were found so well expressed 
as to warrant such quotation; and due 
credit has been given in each case. 

It may be noticed that among the 
fundamental principles stated, no men- 
tion' is made of the "Parallelogram of 
Forces." This term is thought to be 
inelegant in both its logic and its appli- 
cation. The Triangle of Forces con- 
cisely covers, the same ground, without 
the use of superfluous lines. 

The article on the analysis of the 
stresses in swing-bridges, of which the 
greater portion of these pages consists, 
was originally intended for publication 
in some engineering journal, and for 
such purpose to be complete in itself ; 
which fact explains why it contains 
matter which otherwise might have been 
more consistently embodied in the Intro- 
duction, which was not thought of until 
later. 



In the hope that this humble effort 
may contribute something of value to 
the constantly increasing knowledge of 
graphical methods ol analysis, it is sub- 
mitted to the perusal of those inter- 
ested in the subject. 

B. P. La R 

Jackson, Mich., 1893. 



INTRODUCTION. 



The General Theory of Graphical 

Statics. 

Before taking up the analysis of the 
stresses in swing-bridges, which is the 
principal feature of this work, the gen- 
eral principles of Graphical Statics, or 
the graphical investigation of static 
force, will be briefly noticed, in order 
that those who are not familiar with the 
subject may understand the solution as 
given without being obliged to first 
study the general theory elsewhere. 
Those readers to whom the subject of 
graphical statics is familiar may omit 
these introductory pages and pass di- 
rectly to the analysis for swing-bridges. 

At the beginning it will be well to 

7 
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repeat a few well-expressed principles of 
equivalents in 

Static Force. 

" The resultant of two or more forces 
is a force which singly will produce the 
same mechanical effect as the foi-ces 
themselves jointly. 

" The original forces are called com- 
ponents. 

" In all statical investigations the com- 
ponents may be replaced by their result 
ant, and vice versa. 

**The resultant of two unequal forces 
acting in opposite directions is a single 
force equal to their difference and acting 
in the direction of the larger. 

" The resultant of any number of forces 
acting in the same right line is their 
algebraic sum. 

"If three forces are in equilibrium, 
each will be equal to and opposite in 
direction to the resultant of the otter 
two. 

**If three concurring forces are in 
equilibrium, and a triangle b(^ formed 



by lines drawn in their directions, the 
sides of the triangle, taken in order, 
will represent the forces. 

^^ If any number of concurring forces 
be represented in magnitude and direc- 
tion by the sides of a polygon, taken in 
order, they will be in equilibrium/^* 

This last -expressed principle brings us 
directly to the subject of 

Graphical Statics. 

As lines have but one magnitude, 
length, they may be appropriately taken 
to represent forces by the distinct prop- 
erties of magnitude and direction, and 
tlie laws of equilibrium of the forces so 
represented may be determined by ap- 
plying the principles of Analytical Ge- 
ometry. 

Such geometrical analysis is called 
Graphical Statics. 

It can be applied very successfully, 
even elegantly, to the investigation of 
the stresses in framed structures which 

* Smith's Mechuuics. 
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are designed to carry specific loads, such 
as bridge and roof trasses. The subject 
will here be treated rather toward such 
end, and not at all exhaustively. 

The following principles will be taken 
as a basis: 

1. If two forces which meet at a point 
be represented, in magnitude and direc- 
tion, by straight lines drawn end to end 
consecutively, and respectively parallel 
to the actions of the forces which they 
represent, a third line drawn from the 
beginning of the first line to the uncon- 
nected end of the second will represent, 
in magnitude and direction, the re- 
sultant of the two original forces. 

2. If the third line be drawn in the 
same position as before, but in the oppo- 
site direction, following around the tri- 
angle, it will represent a force in equi- 
librium with the two first-mentioned 
forces. 

3. When any number of forces act at a 
point in any direction in the same plane, 
the force which will be in equilibrium 

» with them can be obtained by drawing 



■ I. „ 
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lines which represent the original forces 
in magnitude and direction, to follow 
each other consecutively end to end, as 
the sides of a rectilinear polygon; the 
remaining side to complete the polygon 
drawn to the starting-point will repre- 
sent the force sought. 

Note. — This is true in whatever order 
the forces are taken, but it is usually 
best to take them in regular order pass- 
ing in either direction around the point. 
This practice will generally give the 
plainest figure nnd avoid confusion from 
crossing of lines. 

4. If all the forces which meet at a 
point are known except two and the 
directions of those are known, their 
magnitudes can be found by first draw- 
ing the lines representing the known 
forces, then completing the polygon by 
drawing those rspresenting the unknown 
forces in their proper directions. 

This is really the statement of a con* 
elusion rather than a principle; two 
forces of known directions and unknown 
magnitudes are determined by Bubstan-. 
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tially the same treatment as one force of 
which the magnitude and direction are 
both unknown; each case contains two 
unknown quantities, which may be deter- 
mined from a figure having two dimen- 
sions, i.e., lengtli and breadth — a plane 
figure. It is, however, stated as a prin- 
ciple, as it applies with especial value to 
the determination of the stresses in the 
members of bridge-trusses and similar 
structures having a singie system of 
bracing. Each force or stress is con- 
sidered to act in a straight line between 
the centres of the connections of each 
member, and hence its direction is 
known. 

It will be attempted to illustrate the 
foregoing principles sufficiently to give 
a clear understanding of them. 

Let a-b and h-c (Fig. la) represent 
two forces which meet at a common 
point; their magnitudes are represented 
by the respective lengths of the lines, 
and the direction in which each is ex- 
erted is indicated by an arrow. As 
they cannot be made to take the form of 
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^ closed figure, i.e., as they cannot be so 
drawn that the end c of the line, h-Cy will 
be at the starting-point, «, they are not 
in equilibrium. The resultant of their 
combined force is in the direction a-c 
and of the amount represented by a line 
drawn between those points; and this 
resultant, rt-6', or the combined force of 
its components, will just be held in 
equilibrium by a force equal to it in 
magnitude and of the opposite direction, 
C'iu If the line representing this latter 
force be combined with the lines a-h and 
h'C, they will together form a closed tri- 
angle, as a-b'C (Fig. \d). Notice that 
the lines simply represent the forces in 
magnitude and direction; the point at 
which they meet is not shown. 

The cord A-B-C (Fig. 2a) is attached 
and supported at ^ and (7, and a weight, 
W, is suspended from it at B. This 
weight is a force exerted vertically down- 
ward upon the point B and, with the 
forces exerted by the cord in the direc- 
tions B-A and B-Cy is in equilibrium at 
this point. The amount of the force W 
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and its direction B- W are known, and 
the directions of the forces B-A and B-O 
are known. They must act in the direc- 
tions of the cords in which they exist 
and away from the point B, as the 
weight, Wy causes a tension or " pull " in 
the cord W-B, tending to draw the point 
B toward the weight, W, which can only 
be held in equilibrium by tensions in B-A 
and B'Cy the amount of which forces 
may be determined by the application of 
principles 2 and 4. In what follows it 
will be noticed that the forces B-A and 
B'C must act in directions away from 
the point B in order to close the triangle* 
Draw a line which in magnitude and 
direction represents the force W, as a-c 
(Fig. 2^/), then without removing the 
pencil draw lines in the directions in 
which the two unknown forces, ^-Cand 
B'A, act respectively with reference to 
the point B^io just close at the starting- 
l)oint, a; c-b and b-a are such lines and 
represent the forces sought, and a-h-c is 
the triangle of the forces which meet 
at^. 
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The forces in B-A and B-C, the 
amounts of which have just been found, 
are finally resisted at A and C by being 
attached to immovable objects at those 
points. The forces in B-A and B-C 
tend to draw the points A and C toward 
B, and those forces at A and C which 
resist this tendency are called the reac- 
tions. 

Now as, practically, it is not always 
expedient to support a force or system 
of forces by inclined reactions, a member 
which is so designed as to resist com- 
pression may be introduced between A 
and (7 which will receive the horizontal* 
components of the forces in B-A and 
B-0 so that their vertical components 
only will be carried by the reactions, and 
the latter may be designed to simply 
resist a downward pressure. This com- 
pression member is represented by the 
line A-0. The modified figure repre- 
sents a very simple form of truss. 

* This is not a strictly correct expression, as 
tlie components will act along the direction of 
the line A-C, 
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By drawing the triangle of forces as 
before, the compressive force inA-G may 
be ascertained. Its direction is known; 
at A it exerts a pressure upon this point 
in the direction C-A. Then at A three 
forces meefc: this compressive force in 
C'A, the tensile force in A-B, and 
the vertical reaction which is exerted 
upward. But the force in A-B has been 
found ; it is a-b of the triangle of forces 
(Fig. 2d), in which a-c, which represents 
the weight PT, must also represent the 
sum of the vertical reactions at A and 
C. Now consider the forces acting at 
A: pass over a-b, in the triangle of 
forces, in the direction which the force 
in A'B acts upon A, then draw b-d, in 
the direction which the force in C-A 
acts upon this point, to a point from 
which a line, when drawn vertically 
upward, will close ai a; b-d will rep- 
resent the force in C-A, and d-a the 
reaction at A; c-d will represent W 
minus the reaction at A (d-d), or the 
reaction at C, Thus we have found all 
the forces acting in and upon the frame 
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A'B'C. The internal forces which exist 
in the members of a frame, as A-B-C, 
are called stresses, and the geometrical 
figure, the lines of which represent the 
stresses, as a-b-c-d, is called the stress 
diagram. 

Fig. da represents substantially the 
same truss as Fig. 2a, except that in the 
former the load W is transferred to the 
joint ^ by a member under compression 
instead of tension. 

Fig. dd is the stress diagram for the 
same ; it will be readily understood from 
its similarity to Fig. 2d, which has been 
explained. 

Fig. 4rt is the same truss inverted. It 
is the same as the truss shown in Fig. 
Sa, except that those members which in 
that truss were under a compressive 
stress, or in compression, are in tension 
in Fig. 4«, and vice versa. This figure 
represents a form of truss very com- 
monly used for short-span bridges; and 
as this is a practical case, the stress 
diagram will be followed through in 
detail. The members of the truss are 
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designated by figures, which in the 
diagram of the truss (Fig. 4a) are placed 
in the spaces, and at the angles in the 
stress diagram (Fig. 46?). In the latter 
the line between any two figures repre- 
sents the stress in that member of the 
truss included between the same two 
characters in the diagram of the truss. 
The load W is situated at midspan, and 
by the principle of the lever we know 
that it is received in equal parts by each 
reaction. We will start with the reac- 
tion at Ay which equals one half the 
load and is the external force exerted up- 
wards against the truss at this point. 
Consider, then, the forces acting upon 
the point A : lay off upwards on a 
vertical line the amount of this reaction, 
represented to any convenient scale, as 
l-ti (Fig. 4^/); draw 2-3 parallel to that 
member of the truss (-l-^>), and in the 
direction which its stress (tension) is 
exerted upon the point A, also 3-1 par- 
allel to that member of the truss (B-A) 
and in the direction which its stress 
(compression) acts upon this point, to. 
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close at 1, the starting-point. The ten- 
sion in A-b will be represented to the 
same scale by 2-3, and 3-1 will represent 
the compression in A-B, 

Next consider the forces acting at the 
point B: retrace 1-3 in the opposite 
direction from which it was drawn, as the 
compression in A-B acts against B in 
the opposite direction from which it acts 
against A; draw 3-4 parallel to that 
member of the truss and in the direction 
which its stress (tension) '^pulls^^ upon 

B, and 4-1 parallel to that member of 
the truss and in the direction which the 
stress (compression) in it is exerted 
against this point, to close again at 1. 
In the stress diagram 3-4 represents the 
stress in that member of the truss; it is 
evidently equal to the load W and will 
scale that amount by the scale used in 
laying off 1-3. The stress represented 
by. 1-4 equals that represented by 1-3, 
Next, considering the forces acting at 

C, we retrace 1-4 and draw 4-5 and 5-1, 
which in a sense complete the stress 
diagram. The . line 5-4 equals the line 
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2-3; this is correct, as they each repre- 
sent the stress iu what is really the same 
member, A-C. The line 5-1 represents 
the reaction at C\ it equals the reaction 
at A which at the beginning was found 
to be one half the load . W and was rep- 
resented by the line 1-2; evidently the 
line 5-2, which represents the sum of 
the reactions, equals the line 3r4, which 
represents the load. Each separate tri- 
angle in the stress diagram, the sides of 
which represent the forces acting at 
some point, is completed, or closed, by 
a line which returns to the starting-point. 
One of the many checks to graphics 
is here given by the fact that it must 
always be possible to trace each complete 
polygon, beginning and finishing at the 
starting-point, without removing the 
pencil. As many of the lines represent 
forces which act at two points, i.e., the 
two ends of a member, and hence belong 
to two triangles, they must be passed 
over twice in opposite directions. 

This is true of all lines which repre- 
sent the internal forces (i.e., the stresses 
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in the members of the truss), when the 
complete stress diagram is drawn. It is 
also true of the line which represents 
the external forces (i.e., loads and reac- 
tions) if those forces are pamllel, which 
is generally the case in a truss. Tlie 
lines representing the vosultants of the 
external forces, whatever may be the 
dii*ections of the original forces, will 
always coincide, but that representiug 
the resultant of the loads will be drawn 
in the opposite direction from that rep- 
resenting the resultant of the reactions. 

As has been mentioned, the stress 
diagram has been in a sense completed; 
yet for the theoretically complete dia- 
gram we have still to consider the joint 
h. The forces in ^-C and h-B are per- 
pendicular to each other at this point 
and hence have really no influence upon 
each other; but it is a point at which 
forces meet, and it must be taken into 
consideration in the stress diagram if 
the latter be in every sense complete. 

Now consider the forces which meet 
at the point bi in the stress diagram 
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pass downward 2-5, the amount of the 
weight W, and in the direction which its 
force is exerted upon this point, then 
pass over 5-4, 4-3, and 3-2, the amounts 
and directions which the forces in those 
members are exerted upon the same, 
closing on 2. .Each line in the stress 
diagram has now been passed over twice 
in opposite directions and the graphical 
work is complete in every sense. To be 
thoroughly consistent with good logic the 
point ^should have been considered before 
the point B, in order to obtain the stress 
in the member B-b ; but as it is evident 
that this stress is simply a tension equal 
to the load W, and as also it is obtained 
in the diagram by drawing the polygon 
(In this case a triangle) for the point B, 
the point b was omitted till later. It 
could have been omitted altogether. 

In fact, in this and most ordinary 
trusses of one span, the two portions 
between each end and the center are 
symmetrical and it is only necessary to 
draw the stress diagram for one half, 
although by drawing the complete dia- 



23 



gram a convenient check is obtained. 
In this case the only portion of the stress 
diagram actually necessary to be drawn 
is the triangle 1-2-3. 

Mr. R. H. Bow, one of the pioneers in 
gi'aphical statics, calls the complete stress 
diagram the "Reciprocal Diagram of 
Forces/* He states the " chief reciprocal 
relationship ** thus : " Corresponding 
lines which meet in a point in the one 
figure form a closed polygon in the 
« other;*' and adds: **This is, however, 
too comprehensive, as it can seldom be 
altogether complied with.^* At each 
angle in the stress diagram meet the 
lines corresponding to the forces in 
those which surround or cut oif a space 
in the diagram of the truss, and each 
space or polvgon in the former is sur- 
rounded by lines corresponding to the 
forces in those lines which in the latter 
meet at a point. This mutual reciproc- 
ity is indicated by the positions of the 
characters in the system of numerals 
used to designate the lines in Figs. 4a 
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and 4cL Corresponding lines are in- 
cluded between like characters. 

This system for designating the corre- 
sponding lines of the two figures was 
first used by Mr. Bow, and is described in 
his *^ Economics of Construction^' in the 
following language: 

"This plan of lettering consists in as- 
signing a particular letter to each in- 
closed area or space in, and also to each 
space (enclosed or not) around or bound- 
ing the truss, and attaching the same 
letter to the angle or point of concourse 
of lines which represents the area in the 
diagram of forces. Any linear part of 
the truss, or any line of action of an 
external force applied to it, is to be 
named from the two letters belonging to 
the two spaces it separates; and the 
corresponding line in the reciprocal 
diagram of forces, which represents the 
force acting in that part or line, will 
have its extremities defined by the same 
two letters." 

In the diagrams which accompany 
these pages Mr. Bow's system of nomen- 
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clature has been used, excepting that 
Arabic numerals have been used instead 
of letters. 

From this author will also be quoted 
the following explicit 



*^ Directions for the Construction 
OF Diagrams of Forces. 

"1. Assign a letter to each enclosed 
area of the truss, also to each division of 
the surrounding space as separated by 
the lines of action of the external forces. 

"2. The lines in the diagram are to 
be drawn parallel to the corresponding 
lines or parts of the truss figure. 

*^ 3. The forces acting in lines radiat- 
ing from a point in the truss must in 
the reciprocal diagram form a closed 
polygon. 

" 4: The sides of any uncrossed space, 
triangle, or other polygon, around or in 
the truss, must always be represented by 
lines radiating from a point in the re- 
ciprocal diagram, and that point is to be 
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named by the letter assigned to the 
space or polygon. 

• ••••••• 

"7. All the external forces acting 
upon a truss or other erection must, 
taken together, be represented in the 
reciprocal diagram by the sides of a 
closed polygon." * 

This method of graphical analysis is 
usually known as the Clerk Maxwell 
method, after the name of one of its 
earliest English investigators. The 
writer, however, prefers to designate it 
as the Direct Method. As it deals 
directly with the action of each force, 
this name seems to be consistent. 

It will be well next to briefly notice 
that somewhat peculiar figure which has 
been most appropriately called 

The Equilibrium Polygon. 

This figure will here be defined as: 
The graphical representation of the 

* The closed polygon, however, may be a 
8ti-aight line. 
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design of an ideal frame in which the 
chords are in such perfect equilibrium 
under the stresses from a given system 
of external forces that no web members 
are required. 

This definition is, perhaps, unusual; 
but the writer believes it to be consistent 
and finds no objection to it. It includes 
the closing line and, in case of continuity, 
may include the pier moment, so as to 
form a complete polygon. The figure is 
sometimes called a Jointed Frame. It 
includes the figure quite commonly 
known as the Funicular Polygon, and 
also the inverted figure, often called the 
Linear Arch or Line of Resistance. 

It will not be attempted here to con- 
sider the Equilibrium Polygon in a man- 
ner at all comprehensive, but merely 
to notice such special class and features 
of it as may be necessary to intelligently 
understand the analysis which follows. 
That figure only will be considered in 
which the chords of the load curve rep- 
resent tension and the external forces 
are vertical. The polygon will be con- 
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sidered to be composed of imaginary 
lines haviug no weight and exerting no 
influence, except that of resistance to 
the external forces. 

The external forces which will be 
here considered will be those due to 
superimposed weights or loads, whose 
actions are exerted vertically downward, 
and those vertical reactions which sup- 
port the actions of the loads when trans- 
ferred by means of the internal forces of 
the frame. 

The subject jof inclined reactions will 
be noticed in a general way farther on, 
though not at any length. 

Let AbcdE (Fig. 5a) represent a 
cord suspended from A and E and sup- 
porting loads at b, c, and d; this cord 
being free to change its form will assume 
a certain definite position according to 
the relative magnitudes of the loads. It 
represents the tension members of the 
frame, which in this case compose the 
lower chord. In the example the loads 
have been taken as equal. This was 
done merely for convenience; it is never 
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necessary. The line E-A represents the 
compression chord of the frame and is 
called the closing line, because it is 
always drawn to the starting point of 
the load curve and closes the polygon. 
It is not necessarily nor usually hori- 
zontal, though it is so in the present 
case. This chord receives all the hori- 
zontal stress from the tension chord, 
which has been designated as the load 
curve, so that the reactions are simply 
vertical. Vertical ordinates at the points 
of application of the loads, as by c, and 
d, between the load curve and the clos- 
ing line, will be proportional to the 
bending moments at the respective 
points due to the loads; they will, in- 
deed, be definite factors of the bending 
moments, as will be hereafter shown. A 
change in the length of the cord will 
affect the lengths of the ordinates, but 
not their relative lengths. The entire 
system of loads thus sustained will react 
vertically at A and E on the principle 
of the lever. 

The graphical analysis of the stresses 
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of this frame is easily performed by 
drawing the stress diagram in the man- 
ner previously shown; and this Btress 
diagram will be of peculiar value. Three 
forces meet at each joint of the frame, or 
angle of the polygon, and if, to start 
with, any one force be known, from the 
principles which have been given, the 
other two can each time be found by 
drawing the triangle of the forces. The 
loads being known, the reactions can be 
readily ascertained by simply applying 
the principle of the lever. The reaction 
at A will be taken for a beginning; R-l 
(Fig. 5r/) represents this reaction, and its 
force is exerted upward. It may be 
drawn to any convenient scale. In this 
case, as the loads are equal and are taken 
at equal distances from each other and 
from the reactions — or, in other words, as 
the loads and panel lengths are equal — 
each reaction will equal one half the 
sum of the loads supported, or two and 
one half loads. 

As this force is exerted upward at A , 
.pass upwards in the stress diagram its 
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amount, R-l, drawn to any convenient 
scale, then draw 1-0 parallel to the line 
between the same two characters in the 
equilibrium polygon and in the direction 
which the cord " pulls ^* upon A, then 
O'R parallel to O-E of the equilibrium 
polygon and in the direction which its 
force is exerted upon A, to close on E; 
1-0 and O'E in the stress diagram will 
represent the stresses in the correspond- 
ing members of the equilibrium polygon;. 
1-0 will represent tension and 0-E com- 
pression. 

Now consider the joint h : pass over 0-1 
of the stress diagram in the opposite direc- 
tion from that in which it was drawn, as 
the force in that member acts upon the 
joint b in the opposite direction from 
which it is exerted upon A, then pass 
downward on the vertical line 1-2, the 
amount of the load at b, which acts down- 
ward at this point, and draw 2-0 parallel to 
that member of the frame and in the di- 
rection which it " pulls '' upon this point, 
to close on 0; thus the stress in 2-0 or 
be is found. It will not be necessa'7 ^^ 
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here follow the stresses through each 
member of the polygon in detail, as by 
the aid of the reference characters they 
can be readily followed through the en- 
tire diagram if desu-ed. The lines rep- 
resenting the stresses for the chord 
AbcdE dXl radiate from in the stress 
diagram. The lines in the stress diagram 
(Fig. bd) represent the stresses in those 
members of the frame (Fig. ba) situated 
between the same characters. In the 
frame the characters are placed in the 
spaces, and at the angles in the stress 
diagram, as heretofore explained. This 
com])leted stress diagram for the equi- 
librium polygon has been called the 
Polygon of Forces, or simply the Force 
Polygon ; 1-4 is usually called the load 
line- and the pole; those designations 
will be used hereafter. The amount 
that is horizontally distant from the 
load line is usually called the pole dis- 
tance, and is often designated simply as 
H\ in this case it equals 0-7?. If a 
vertical ordinate of the equilibrium poly- 
gon be multiplied by this horizoi^.tal pole 
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distance, the product will be the bending 
moment at that point where the ordinate 
is taken. This fact is apparent when 
we consider the equilibrium polygon to 
represent a frame or truss which is in 
perfect equilibrium under the assumed 
system of loads. The pole distance, H, 
equals the horizontjil component of each 
chord stress, and the ordinates of the 
equilibrium polygon are the heights of 
the truss at each panel point. As the 
entire frame is in equilibrium simply 
under chord strains and therefore no 
web strain can exist, it follows that the 
horizontal component of the chord 
strains must be uniform throughout the 
truss; for it can be changed only by the 
introduction of web members. In a 
simple truss the bending moment at any 
point divided by the effective height of 
truss at that point, which is the lever of 
the resistance, will equal the horizontal 
component of the chord strain ; and con- 
versely, if we multiply //, the horizontal 
component of the chord strains in our 
ideal truss, by the height of truss (or- 



34 



diuate of the equilibrium polygon) at 
any panel point, the product will be the 
bending moment at that point due to 
the assumed loads. 

Now instead of following this opera- 
tion in the order given above we may 
reverse the process, and, by laying off 
the loads to some convenient scale on a 
load line, as 1-4 (Fig 6d), assuming any 
convenient pole distance and drawing 
the radiating lines 0-1, 0-2, etc., we can 
readily construct the foi'ce polygon 
wholly independent of the equilibrium 
polygon; then, by drawing the chords of 
the load curve for the latter parallel to 
the corresponding radial lines in the 
former, beginning at one reaction and tak- 
ing them in order through to the second 
reaction, and finally drawing the closing 
line to the starting-point, the equilibrium 
polygon is drawn for the assumed loads. 

Thus the equilibrium polygon is con- 
structed for any system of loads by first 
constructing the force polygon; and by 
scaling each ordinate in the former and 
multiplying it by H, the bending mo- 
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ments are obtained at all required 
points. 

It is not necessary to space the loads 
in the equilibrium polygon with the same 
scale with which the amounts of the 
loads are laid off on the load line of 
the force polygon, though it is well to 
do so when convenient, to avoid confu- 
sion. Always measure the ordinates of 
the equilibrium polygon with the same 
scale with which the positions of the 
loads and reactions were located in the 
same, and for any measurements in the 
force polygon use the scale that was used 
to lay off the loads on the load line. 

The bending moments, obtained as in- 
dicated above, will be the correct moments 
for the given loads in the given positions 
on the span, whatever means may be used 
to resist them. Therefore we may con- 
sider the equilibrium polygon to be re- 
placed by a truss of any design, and 
apply the bending moments obtained to 
the calculation of the stresses. The de- 
sign of the truss sometimes apparently 
modifies the bending moment by cbang- 
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ing the position of its application or by 
resisting portions of it by different sys- 
tems of bracing. The actual amount of 
bending moment depends upon the mag- 
nitude and positions of the loads and the 
relative positions of the reactions. A 
discussion of this, however, does not 
properly come within the scope of the 
present article. 

The general principles of the funicular 
polygon (which are comprehended in the 
equilibrium polygon) seem to have been 
understood early in the history of graph- 
ical statics; but, so far as the writer is 
informed, they have not, until a compar- 
atively recent date, been to any consider- 
able extent applied to practical uses. 
Professor C. E. Greene, of the University 
of Michigan, has made more extensive 
practical applications of the principles of 
the equilibrium polygon in Parts II and 
III of his valuable graphic method for 
'* Trusses and Arches '' than has been 
made elsewhere to tlie writer's knowledge. 
He has therein given to the figure the 
name " Equilibrium Polygon.'^ 
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That almost phenomenal investigator. 
Professor Sankine, has shown, substan- 
tially, that the equilibrium and force 
polygons may be drawn for equilibrated 
forces acting in any direction in the same 
plane. In other words^ that the lines 
representing the external forces (which 
are in equilibrium through the medium 
of the polygon or frame) need not nec- 
essarily be veiiiical, nor even parallel; it 
being necessary only that they may be 
made to form a closed polygon.* 

He has further shown, in substance, 
though he did not fully develop the fact, 
that if, from any point in the same plane, 
radiating lines be drawn to the angles of 
a polygon, whose sides represent a sys- 
tem of forces, the lines so drawn will be 
parallel to the sides of a frame which 
will be equilibrated by the given system 



* It would be well, however, to here observe 
that the points of application of the external 
forces could be such that, though the lines rep- 
resenting them might form a closed polygon, the 
forces would not be in equilibrium but would 
form a cotiple. 
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of forces. In other words, if lines be 
drawn in proper order, parallel to the 
radiating lines above mentioned, and 
intercepted between the lines of action of 
the forces, the figure so formed will be an 
equilibrium polygon, and that formed by 
the radial lines, together with those of 
the polygon, which represent the system 
of (external) forces, will be the force 
polygon or stress diagram for the same. 

These principles are important and 
comprehensive. 

From what has been said we may 
briefly summarize : 

1. Lines drawn to represent static 
forces which are in equilibrium, or which, 
through the interposition of a transfer- 
ring medium, as a frame, may be equili- 
brated, must form a closed polygon. 

2. If these forces meet at a common 
point, they will be properly and suffi- 
ciently represented by the respective 
sides of the polygon. 

3. If they do not meet at a common 
point, but must be transferred by the 
interposition of a frame, the equilibrium 
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polygon may always represent the equiva- 
lent of the intenxal forces of such frame. 

4. The force polygon is simply the 
stress diagram of the iorces (external 
and internal) of the equilibrium polygon. 

5. The external forces may act in any 
direction in the same plane^ (It is^ in- 
deed^ not necessary that they act in the 
.same plane, except that forces acting in 
the same plane are the only ones here 
considered.) 

In the analysis of swing-bridges which 
follows, the problem of continuity will 
be solved by means of the equilibrium 
polygon; and preparatory to the con- 
sideration of that solution^ it will be well 
to briefly notice the case of 



Thb Overhanging Abm, ob Caih^- 

LBVER. 

The foregoing statements have been 
made with reference simply to a single 
independent span. But now suppose 
that the beam or truss continues as an 



40 



overhanging arm Bk^rosd and beyond a 
reaction as AF (Fig, 6a), The force 
polygon will be the same as before^ except 
that there are two additional loads^ and 
ahcdefO would be the load curve of the 
equilibrium polygon, drawn as described 
in the previous example. The last chord 
of the load curve would bo the dotted 
line/-(? if the beam extended to and re- 
ceived one of its reactions at Oy and in 
that case/-© would represent tension in 
the chord. But the reactions are at A 
and E, and there is nothing Sit f-0 to re- 
sist the resultant of the forces at /, which 
would be tension in the direction /-G; 
therefore it must be resisted by compres- 
sion from the opposite direction. As re- 
sistance by the frame to the imposed 
loads must be supported by the reactions, 
draw/-^', in the same line with/-6r but 
in tiie opposite direction, to intersect the 
vertical through the point of applica* 
tion of the reaction, as at JS'. The 
ordinate U'-e, when multiplied by the 
pole distance, H, of the force polygon 
(= 0-3, Fig. 6d), will be the bending 
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moment in the frame at the point of 
reaction^ Ey due to the load on the over- 
hanging arm at F, Fig. 6a, and corre- 
sponds closely with what is usually called 
the pier moment in a continuous girder; 
f'E'y though really a portion of the load 
curve, may be considered to be a portion 
of the closing line, the remainder of which 
is drawn straight from E' to a. The 
closing line must be straight between re- 
actions; it can make an angle only at a 
reaction, i.e., the application of a force. 
Where the closing line crosses the load 
curve, as a;, is the point of contraflexure, 
or change of flexure. Where the former 
lies above the latter, compression will ex- 
ist in the upper chord and tension in the 
lower chord, and vice versa. 

The load at E is supported directly by 
the reaction and does not affect the bend- 
ing moments of the frame; it may be 
omitted or not, as desired. Whether or 
not it be omitted will not affect any 
ordinate; it may be simply omitted from 
the load line, Fig. M\ and if there be no 
load considered at E, there will be no an- 
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gle in the load curve at e. Fig. 6a. In the 
figures drawn, however, the load at B is 
included in the load line and the corre- 
sponding angle made in the load curve 

at e. 



A EATIONAL AND EASY GRAPH- 
ICAL ANALYSIS OF THE 
STRESSES IN ORDINARY 
SWING-BRIDGES. 

The theoretically correct solution of 
the stresses in swing-bridges is usually 
tedious. Sometimes the labor is short- 
ened by the use of approximate methods. 
Graphic methods receive much and con- 
tinually increasing favor. The follow- 
ing analysis^ composed to a great extent 
of portions of well-known methods, has 
the merit of simplicity and is believed to 
be correct in theory. It necessarily 
contains much that is not new to those 
familiar with the subject, and novelty is 
not largely claimed; yet the writer be- 
lieves that considerable will be found 
here that is new, at least in form and 
manner of application. The tabulation 

43 
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of the coefficient for the pier moment, 
the direct graphical use of the latter^ by 
whicli the reactions are obtained graphi- 
callv, and the combination of two dis- 
tinct methods of graphics in Case III, 
are believed to be original. The solution 
herein given is not an approximation 
and it makes no nnusual assumptions. 
It admits and uses the very common 
and logical assumption that the point of 
contraflexuru actually occurs at the joint 
nearest to its theoretical position. The 
graphical correction of the point of con- 
traflexure is thought to be new and 
worthy of consideration. It does not at- 
tempt to go back of a commonly accepted 
formula for the pier moment, to either 
question or uphold it, nor even to dem- 
onstrate it, but accepts and makes use 
of such a formula in a simple and prac- 
tical manner. If an equally simple solu- 
tion of the stresses for swing-bridges 
under the condition of continuity has 
ever been made public the writer has 
never been so fortunate as to see it. 
In the following, the bridge will be 
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treated aa a oontinuons girder of two 
spans. TJDder certam conditions of 
loading this will give a negative reaction 
at either free end ; but as this can be 
easily provided against by latching down 
or raising the ends, it is probably not so 
great a disadvantage as a negative re- 
action on either side of the pier, which 
would often exist if the bridge were 
designed as a continuous girder of three 
spans. Nor is the writer fully satisfied 
that the latter design will never in 
actual practice give a negative reaction 
at either abutment. In order that the 
stresses may be computed for a girder of 
two spans it is not necessary that the 
turn-table be center-bearing; with a rim- 
bearing table the truss may be so de- 
signed that it may be treated as having 
but two continuous spans. 

Three methods of accomplishing this 
are shown in Figs. 3, 4, and 5 (Figs. 
1 and 2 apply to center-bearing turn- 
tables). The arrangement of the center 
of the truss shown in Fig. 5 is some- 
times treated as a case of partial con- 
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idnuity, considering a portion of the 
loads to be balanced and a portion un- 
balanced. It will here be treated simply 
as a continuous girder of two spans. 
The writer favors this design, because 
it is simple to analyze, economical to 
construct, and gives the shortest pos- 
sible spans. It offers no ambiguity 
of stress near the center, which is a 
great advantage. The pier reactions, 
though not so uniform as given by the 
design shown in Fig. 3, are much more 
uniform than in the continuous girder 
of three spans. In the design of the 
center panel shown in Fig. 5, the pier 
reaction for either span must be upon 
the adjacent side of the pier, and cannot 
travel across the pier to the farther side. 
So far as the stresses in the arms of the 
truss are concerned, it may be consid- 
ered as if the center panel did not exist, 
the truss being shortened the amount of 
this panel, and the two posts at the pier, 
except for their own stresses, identified 
as one post at the center. In practice 
light counters should be used in the 
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center panel to prevent excessive tipping 
while the bridge is swinging, but these 
counters should be sufficiently loose to 
take no stress when the bridge is closed, 
and hence are not to be considered in 
the calculations. 

In the following analysis the reader is 
supposed to have at least an elementary 
knowledge of graphical statics, but in 
explaining it the writer will endeavor to 
be sufficiently explicit, that such ele- 
mentary knowledge will be sufficient 
to fully understand what is here given. 
To illustrate the method, a bridge will 
be assumed having 12 panels 20 feet 
long each, and a center panel of any 
convenient length and of the design 
shown in Pig. 5 ; the bottom chord will 
be horizontal and the top chord inclined 
and straight over spans ; there will be 
no counter-braces, but the counter- 
strains near the ends will be carried by 
the main web members under a reversion 
of stress, which will make the analysis 
rather simpler than though counter- 
braces were used ; the height of truss 
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will be taken as 20 feet at the hip verti- 
cal^ and at the pier posts 25 feet. A 
uniform live load of 2000 lbs. and dead 
load of 800 lbs. per lineal foot of each 
span will be assumed for the calculation 
of the stresses; this will give, for each 
truss, panel loads of 20,000 lbs. live load, 
and dead load 8000 lbs. 

Case I. The Dead Load.— ^Yor the 
sake of simplicity the dead load will be 
considered to be concentrated at the 
lower joints or panel points, though it 
could as easily be considered divided 
between the upper and lower joints ; the 
latter is the more proper method of dis- 
tributing the dead load. One half panel 
load only of the floor and truss are 
borne at the outer end, but as a locking 
or lifting apparatus will materially in- 
crease the dead load at this point, it is 
well to take a full panel load here for 
the calculations ; in the following analy- 
sis a full panel load is taken at the end. 
No attempt will be made to give results, 
but merely to exhibit the method. 

Fig. 6 is an outline of the left one- 
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half of the truss, and Fig. 7 is the stress 
diagram for the dead-load stresses. The 
entire truss is shown to a smaller scale 
in Fig. 5; both arms are alike. The 
entire dead load may be considered to 
be always borne by the pier, unless the 
ends of the truss are lifted or lowered 
mechanically. 

To aid in following the graphic analy- 
sis, the members of the truss and their 
corresponding stresses have been desig- 
nated by figures, which in the skeleton 
of the truss are placed in the spaces, 
and at the angles in the stress diagram; 
80 that in the latter the line between 
any two figures represents the stress in 
the member between the same characters 
in the former. In the skeleton of the 
truss, those lines which represent mem- 
bers which under this condition are in 
tension, and the lines representing the 
corresponding stresses in the stress dia- 
gram, are light lines, while heavy lines 
represent those members which are in 
compression, and their corresponding 
stresses. It is thought that the graphi- 
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cal figures will thus be very easily under- 
stood. In the diagram of the truss. 
Fig. 6, the members are also designated 
by letters at the angles or joints; this 
designation will be used farther on. 

For this portion of the analysis is 
used what the writer prefers to call the 
direct method of graphical statics, as, by 
means of the polygon of forces, it gives 
the stress in each member directly, with- 
out further calculation. This solution 
of the dead -load stresses, and indeed 
portions of the entire analysis, will be 
familiar to some readers, but in order 
that the analysis be complete the whole 
will be given, though at the risk of being 
somewhat tedious. 

Remembering, then, that the entire 
dead load is carried by the pier, draw a 
vertical line, 1-17, Fig. 7, and with 
some convenient scale lay off downward 
upon it each panel load for the left arm, 
beginning with the panel load at a. 

This line, usually called the load line, 
represents the sum of the dead loads on 
one side of the pier. Now consider the 
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forces acting upon the end joint a : pass 
downward 1-2 the amount of the end 
panel load^ which is the known external 
force acting here, and draw 2-3 parallel 
to that member of the truss and in the 
direction which its stress acts with ref- 
erence to this joint, then 3-1 in the di- 
rection of its stress with reference to 
the same to close on 1; 2-3 is the com- 
pression in the end panel ab of the lower 
chord, and 3-1 is the tension in the end 
post aB. Next take the upper joint B: 
follow back 1-3, the known tension in 
aB, and draw 3-4 and 4-1 respectively 
parallel to those members of the truss 
and in the directions which their stresses 
act upon this joint, and the stresses in 
Bb and BCeLve obtained. Next take the 
lower joint b: retrace 4-3 and 3-2 (in the 
direction opposite to that in which they 
were drawn, as the tension or compres- 
sion in any member always acts upon the 
joint at one end in the opposite direction 
from which it acts upon the joint at its 
opposite end), pass downward 2-5 equal 
to the one panel dead load at b, and 
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draw 5-6 and 6-4 parallel to those mem- 
bers of the truss and in the directions 
which their respective stresses act upon 
tliis joint, closing on 4. Thus are found 
tlie stresses in he and hC. Next take 
the upper joint C and retrace 1-4 and 
4-6 in the directions which the respec- 
tive stresses in those members act upon 
this joint, then draw 6-7 and 7-1 re- 
spectively parallel to those members of 
the truss and in the directions of their 
stresses with reference to this point, and 
we have the stresses in Cc and CD, 

It is needless to carry this explanation 
further, as by the aid of the reference- 
figures the reader can readily follow out 
the remaining dead-load stresses. 

In practice the scale used should never 
be smaller than twenty tons to the inch, 
and much larger, would be better if not 
inconvenient; 50,000 lbs. to the inch is 
the scale used in the figures, and is too 
small for practice. With a proper scale, 
results to the nearest hundreds pounds 
can be attained with very slight error. 

In order to correctly draw tlie stress 
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diagram, it is only necessary to draw the 
lines of each polygon respectively par- 
allel to each of the forces which meet at 
the joint under consideration. It is 
well to fix this principle thoroughly in 
mind, for by strictly following it much 
error will be avoided. A force may be 
an external force, as a panel load acting 
downward, or the stress in a member 
acting parallel to its length. Compres- 
sion in a member has exactly the same 
effect upon a joint as tension in a mem- 
ber which extends in the opposite direc- 
tion. In the stress diagram draw each 
line in the direction which the stress in 
the corresponding member tends to 
move the point under consideration. 
It is well, though not necessary, to take 
first those members in which the stresses 
are known and pass in order around the 
joint. If the stresses are not unknown 
in more than two members which meet 
at a joint, the stresses in those two are 
determined by completing the polygon 
by drawing lines in the proper directions. 
The stresses obtained as above indi- 
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cated will be the dead-load stresses for 
any position of the bridge, open or 
closed, so long as the points of support 
remain unchanged. 

Case II. Live-load Stresses; Indepen- 
dent Span. — The live-load stresses will 
next be discussed on the principle of the 
lever, as for a single independent span. 
Fig. 8 is again a skeleton of one-half 
of the truss, substantially the same as 
Fig. 6; Fig. 9 is the stress diagram for 
the chord stresses, and Fig. 10 the stress 
diagram for the counter-stresses. In 
these diagrams, again, the character of 
each stress, tension or compression, is 
indicated by a light or heavy line. 

For the present case the right arm will 
be considered to be carrying no live 
load, which will allow the left arm to be 
treated, for live-load stresses, as though 
it were an independent span. The max- 
imum compression in tlie top chord and 
the end post, and tension in the bottom 
chord and vertical post at the hip, will 
occur wlien the right arm is unloaded 
ami the left arm fully loaded. The 
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maxima eounter-strains in the web mem- 
bers near the end will occur when the 
right arm is unloaded, and the left arm 
is loaded from the pier to the foot of a 
tension member, for the stress in that 
member, and in the compression mem- 
ber next toward the end of the bridge. 

We will therefore consider the left 
arm fully loaded while obtaining the 
chord stresses, then, beginning at the 
left end, remove the load, panel by 
panel, to obtain the maxima counter- 
stresses. 

The members of the truss and their 
respective stresses will be designated by 
numerals as before, seaFigs. 8, 9, and 10. 
Begin by laying off upon a vertical load 
line the end reaction for a full load (in 
this case equal to 2i panel loads) from 1 
to 2, Fig. 9, its force being exerted up- 
wards upon a; then draw 2-3 parallel to 
that member of the truss and in the direc- 
tion which its stress acts with reference to 
the joint a; then 3-1 parallel to that mem- 
ber and its stress with reference to this 
joint, closing on 1. This gives the 



56 



mazimum compression in aB and ten- 
sion in ah. Next take the upper joint 
B : retrace 1-3 in the direction which its 
stress acts with reference to that joint, 
then draw 3-4 and 4-1 parallel to and in 
the directions which their respective 
stresses act upon this point, closing again 
on 1, giving the maximum tension in Bb 
and compression in BC, Next take the 
lower joint h: retrace 4-3 and 3-2 in the 
direction which their stresses act with 
reference to h, then pass down the load 
line the amount 2-5, equal to the one- 
panel live load at h, then draw 5-6 and 
6-4 parallel respectively to those mem- 
bers of the truss and their stresses at 
this joint, always closing the polygon. 

It will be unnecessary to follow the 
operations further in detail, as the reader, 
aided by the reference-figures, will read- 
ily understand them. When a line rep- 
resenting a lower-chord stress, as 11-12 
or 14-15, falls below the line represent- 
ing the upper-chord stresses, as 1-16- 
4-7-10, the stresses in those members 
will decrease; the stresses in the vertical 



members will change from tension to 
compression and those in the diagonal 
members from compression to tension. 
These stresses will not be maxima for 
the web members, but will be the max- 
ima compressions in the end post and 
upper chord and tensions in the lower 
chord and vertical Bb^ when combined 
with the dead-load stresses. It will only 
be necessary to find those chord stresses 
which exceed the dead-load stresses in 
the same members. 

To obtain the maxima end counter- 
stresses requires substantially the same 
treatment as to find the main web 
stresses in an independent span. For 
this it is not an uncommon practice to 
follow through the diagram the same as 
for the chord stresses except that 2-5, 
5-8, etc., are each made to equal respec- 
tively the amount of each panel load 
which reacts upon the left abutment — 
in this case |, f, etc., of a panel load; 
thus 4-6", Fig. 9, would be taken as 
the maximum stress iu hC. This prac- 
tice is illogical, but when the chords are 
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horizontal it will give correct results. 
When either chord is inclined, however, 
the results thus obtained will not be 
correct, and the error, though small, 
will in all ordinary cases be on the side 
of danger. It may be well here to notice 
further this error which the writer has 
known to have been habitually made by 
men in constant practice. 

In obtaining the web stress 4-6" 
greater chord stresses 2'-6" and 1-4 will 
be obtained for he and BCy respectively, 
than can ever occur in those members 
with this condition of loading, i.e. with 
no load on 5; 2'-6" will represent a 
greater stress than will ever occur in be 
from the assumed loads. Now BO is 
inclined and therefore takes a portion of 
the vertical shear which would other- 
wise bo taken by bC, and if, in the stress 
diagram, the stress in B Che taken more 
than actually exists in that member, 
then the amount of shear represented to 
be taken up by it will be proportionately 
greater than that which it really carries, 
and 4-G", or the stress in bC, will be less 
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than that which actually exists in that 
member. The line 4'-6' in the stress 
diagram represents the correct stress in 
bC; it is obviously greater than the line 
4-6" owing to the inclination of the line 
1-16-4, etc., which represents the stresses 
in the top chord. To show that 4'-6' 
represents the correct stress in bC the 
diagram will be thus far followed out in 
detail beginning with the reaction. 
With all panels of the span except b 
loaded the reaction at the left abutment 
will be 1-2', Pigs. 9 and 10, or the re- 
action 1-3, Fig. 9, for the span fully 
loaded, less ^ of one panel load, which 
latter is the portion 2-2' of a load at 6 
which would react at this abutment if b 
were loaded. 

Now, taking the joint a, pass upwards 
over the reaction 1-2', then over 2 '-3' 
and 3'-l; then for the joint B pass over 
1-3', 3'-4', and 4'-l; next for the joint 
b pass over 4'-3' and 3'-2', and, as there 
is no live load at b, draw 2 '-6' and 6 '-4' 
to close on 4'. Thus are found the cor- 
rect maxima counter-stresses in Bb and 
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6C. For the maxima stresses in the two 
web members next toward the center 
take the reaction with h and c unloaded^ 
which is the reaction last used less f of 
a panel load, and go through a similar 
operation. It is shown in Fig. 10 and 
will need no explanation. By deducting 
the amount of reaction exerted by each 
panel load on this abutment, as it is con- 
sidered to be removed, the proper reaction 
for each condition of loading is obtained; 
and by taking each reaction thus obtained 
and following through the diagram as 
shown in Fig. 10 up to and including 
the member in question, those live-load 
counter-stresses are obtained which, 
when combined with the dead - load 
stresses, give the maxima stresses of 
their kind. With this system of brac- 
ing they need only be found for those 
web members in which they exceed the 
dead-load stresses, which act at the same 
time and in the opposite direction; 7-9 
and 9-10, Fig. 10, are found to be less 
than the dead-load stresses in the same 
members. Fig. 7. In practice it is well 
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to provide for a light counter-strain one 
panel beyond that in which stress is 
founds as the dead load may be less than 
estimated to be, and therefore will coun- 
teract a less amount of live-load stress. 

If separate counter-braces are used, 
the case will be somewhat different just 
here, as the stresses in the verticals will 
be the sums instead of the differences 
of the dead and live load stresses. The 
algebraic sum of these live-load stresses, 
and the dead-load stresses as before 
found, will be the maxima stresses for 
this condition of loading. If counter- 
braces are used, it is simply necessary to 
find the live-load stresses in those panels 
in which the shear from the live load 
exceeds that from the dead load. 

Case III. Live Load; Continuous Oir- 
der. — For this case, tensions in the top 
chord, compressions in the bottom chord, 
and greatest stresses in the main web 
members, the maxima stresses will occur 
in the left arm when the right arm is 
fully loaded and a load enters upon the 
outer end of the left arm and advances. 
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panel by panel, until both arms are en- 
tirely loaded. The maximum stress will 
occur in each member of the chords 
under conditions which will prevail dur- 
ing this advance of the load over the left 
arm while the right arm is fully loaded, 
except near the outer end, where the 
maxima stresses may occur in the chords 
and end post from the negative reaction 
resisted by the latched end, when no 
loud is upon the left arm, or from the 
half-panel load at the extreme end. 

The maximum stress will occur in 
each tension web member, and the com- 
pression member which meets it in the 
upper chord, when the load covers the 
left arm from the outer end to the foot 
of the tension member, the right arm 
being at the time fully loaded. 

These conditions of loading must be 
considered and treated as a continuous 
girder. To aid in the analysis of the 
stresses due to these conditions we will 
first find what is usuallv known as the 
pier moment, i.e., tlie moment at the 
pier resulting from the deflections due 
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to the loads on the spans, causing stress 
in the chords at the pier. 

A formula for the pier moment, M^ of 
a continuous girder of two spans is 
obtained from the theorem of three 
moments. 

It may be written 



J^=- Wj^^W ii: - e): 



+ 



i:k»r(z.'-z>]-4-2(;. + z.)[, (i) 



in which Tr= the panel load, l^ and /,= 
the spans of the arms respectively, z = 
the distance of each load from the outer 
end of the span on which it rests, i.e., 
the left end of the left arm and right 

end of the right arm, and 2 and 2i are 

the signs of summation for the respec- 
tive spans. This formula is general and 
applies to all cases where neither chord 
is curved. 
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If the spans are equal, /^ rr /, = J, and 
the formula becomes 



+ ±F(r-2»)«]. (2) 



Now if Jf, be taken to represent the 

amount which each panel load eon- 
tributes to the value of JT, then Jf=^ 
2JI^ : and if from both terms of equa- 
tion (2) we eliminate 2, we can write 

-»• — ^^i . . (3) 

Again^ if the panels are of equal 
length and n be taken equal to the 
number of panels in each arm, p equal 
to the panel length, and r equal to the 
number of panel lengths each load is 
distant from the outer end of the s^xiu 
on which it rests, then np = /, and 
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'dp = z. By substituting these values in 
equation (3) we get 

If — _ W(n*p*—v^p^)vp 
• ■" Any 

_ W{n' ~ v')vp . 

If we divide equation (4) by Wp we get 

Wp'' 4w« ' • • • ^^^ 

the second term of which may be tabu- 
lated foT each position of the load for any 
number of panels, by simply substituting 
the values of n and v. The tabulations 
we may then use as coefficients of Wp to 
give any value of M^ ; for, calling this 
coefficient (equal to the second term of 
equation (5) ) c, equation (4) can be 
written M^=^c Wp. 

This coefficient for the value of M^ for 
each panel load of a continuous girder of 
two equal spans of from 4 to 12 panels 
each, inclusive, having in each span 
panels of equal lengths, is given in the 
following table: 
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The coefficient is usually expressed 

decimally, and when multiplied by Wp 

gives, in each case, a value of Jf, in 

which the error will always be less tlian 

}Vp 
9(W\' ^^^ letters b, c, d, etc., are used 

to designate the respective panel points 
at which the loads may be situated, be- 
ginning at b, the first from the outer end, 
as marked on the diagrams Figs. 6, 8, 
and 11. 

The amount M^ which each panel load 
contributes to the value of M will be 
designated respectively as Mb, Mc, Md, 
etc. By the aid of the table of coeffi- 
cients this value for each panel load can 
readily be determined by simply multi- 
plying the panel load by the panel length, 
and the product by the coresponding co- 
efficient taken from the table ; each value 
equals Wpc^ as before stated. Then by 
adding these values for each panel which 
is considered to be loaded, the value of 
the pier moment, M, for any position of 
the loads is quickly arrived at. This 
much facilitates the operation, for the 
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value of Jf furnishes a ready key to the 
solution of the continuity, whatever 
method is used; for having obtained the 
value of My the reactions can be easily 
deduced. 

Before proceeding with the graphical 
solution it will be expedient to find the 
values Mhy Mcy etc., for each panel of 
the left arm and tabulate them; then 
find the sum of these values for the right 
arm, which will equal the sum of those for 
the left arm if the panel loads are equal. 
For convenience call this sum Ms, Next 
add and tabulate Ms-\-Mhy this sum plus 
Mc, this latter sum plus Md, this last 
sum plus Me, etc., through all the panels 
of the left arm. These quantities will 
be designated as Msb, Msc, Msd, etc. If 
the panel loads are equal, the last sum 
will check equal to 2 Ms, These results 
will be the different values of M for each 
position of the load as it enters upon the 
left end of the bridge and advances, 
panel by panel, from the left end toward 
the pier, until the entire arm is loaded; 
the right arm being at the same time 
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fully loaded. At the last position of the 
load it is obvious that both arms will be 
fully loaded. These will be all the 
values of My the pier moment^ necessary 
for determining the maxima stresses of 
the same character as the dead-load 
stresses. 

This is illustrated in the following 
tabulation of the pier moments for the 
bridge and loads as assumed. The data 
assumed for the bridge were given before 
Case I was taken up. What data are 
now to be used will be repeated: the 
number of panels, n^ in each arm are 6, 
the panel length, ;?, is 20 feet, and the 
panel live load, Wy equals 20,000 lbs* 
Now from the table of coefficients, where 
n = 6, we have simply to select each co- 
efficient, Cy and multiply by Wp to obtain 
all the values of M^y as follows: 
Values op Jfo which each Panel Load 

CONTBIBDTES TO if. 

t? = 1, Mb = 20000 X 20 X - .243= - 97,200 
v^%.Mc- ". "X-J =-177.800 
« = 8, Jfd = " •' X - T^ir = - 225,000 

« = 4. 1/e = '* " X - f = - 222,200 

tj = 6, Jfir = " *• X - .382= - 152,800 

M% = sum of above = - 875,000 
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CORRBSPONDING VAIiU£:S OF M. 

Right arm fully loaded. 

Msh = - 972,200 Mse = - 1,597,200 

lf«j = - 1,150.000 W = - 1,750.000 

Jf#d= - 1.875.000 2J& = - 1,750.000 

2Ms checks Msf. 

Having obtained the values of the pier 
moment for each required position of 
the load we are prepared to proceed to 
the solution of the stresses, for which, in 
this case, the equilibrium and force poly- 
gons will be used, and combined with 
the direct method of graphics. 

Draw to some convenient scale a skele- 
ton diagram of one arm of the truss, as 
aBGg, Fig. 11, and from the panel points 
draw vertical lines downward. In Fig. 
11, as in Figs. 6 and 8, the scale used 
was 50 feet to the inch. The members 
of the truss and their corresponding 
stresses are not designated by the system 
of numerals used in the diagrams of 
Cases I and II, as that nomenclature 
could not have been systematically ap- 
plied to the stress diagram as here com- 
bined with the force polygon. Neither 
has it been attempted to indicate the 
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character of the stresses by the size of 
the lines. 

At any convenient place lay off the 
panel loads on a vertical load line in the 
usual manner; it will be convenient to 
use the lower portion of the vertical 
through «, as 1-6, Fig. 13. It is i^ot 
necessary to use for the loads the same 
scale used in drawing the diagram 
of the truss^ though the same scale 
(50,000 lbs. to the inch) was used in 
Fig. 13; but care must be taken to 
not confuse the two scales, if two are 
used. For the ordinates of the equili- 
brium polygon use at unity the scale 
to which the truss was drawn ; for 
the force polygon and direct graphics 
use the scale with which the loads were 
laid off. Select some point, as 0, usu- 
ally called the pole, horizontally distant 
a certain amount, by the scale used for 
loads, from the load line. This pole 
distance will be designated as H and 
should be an amount easily used in cal- 
culation; in the figure it is taken at 
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80,000 lbs. It is well to place some- 
what above the center of the load line. 

Connect with the upper point, 1, on 
the load line by the line 0-1 and from 
some point, as Ay Fig. 12, on the vertical 
line below a, draw A-Ga parallel to 1-0. 
Lay off Oa-Ma downward from Gay of the 
value Ms divided by H, and from this 
point draw the closing line Ma-A, to 
close on A» The line 0-1' drawn from 
parallel to this closing line to intersect 
the load line produced will cut off 1-1', 
the amount of negative reaction at a 
when the right arm is fully loaded and 
no load is upon the left arm. 

Now consider the joint a : pass down- 
ward I'-l, the negative reaction just 
found, and draw 1-a' parallel to aB of 
the truss, then a'-l' parallel to ha of the 
truss to close on 1'. Then 1-a' and 
a'-l' will be the maxima live-load 
stresses in aB and ab, respectively, of the 
same character as the dead-load stresses, 
in case the end a of the draw be latched 
down. Take next the forces acting upon 
the joint B\ retrace a'-l in the direction 
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which the stress in aB acts upon this^ 
joint and draw 1-a" and a"-a' par- 
allel to i?(7and Bb and in the direction 
which their respective stresses act with 
reference to By then 1-a" and «"-«' will 
be the maxima live-load stresses of the 
same character as the dead-load stresses 
in J9(7and Bb respectively, if the ends 
of the draw be latched down, or if the 
negative reaction be less than one-half 
panel live load. 

If the end is not latched down and the 
negative reaction exceeds one-half panel 
live load^ use the latter instead of the 
former, as the one-half panel live load 
would be the amount of force exerted 
downward upon the truss at a under this 
condition. As 1-1' is less than one-half 
panel live load, therefore, whether the 
end be latched down or simply supported 
and carrying its live load, it will be the 
proper negative reaction to use in this 
case. If the end of the bridge be latched 
down and the negative reaction be of 
suflBcient amount so that a'-a" will ex- 
ceed one -half panel live load, it is appa- 
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rent that this condition will also give the 
maxima stresses in 6(7 and Cc of the 
kind sought. This is not the case in the 
example under consideration. The fig- 
ure 1-1 '-«'-«" has been extended for the 
joints of three panels beyond those men- 
tioned; the use of this will be shown in 
the investigation of the chord stresses. 

The point h will now be considered to 
be loaded; 1-2 on the load line represents* 
the load at h. Draw 0-2 and draw B'-Oi, 
parallel to it. A-B'-Gi, will be called 
the load curve for this load. Lay off 

M 
Gt-Mt, , of the value -^, downward from 

£1 

Gb and draw the closing line Mi,-A, M 
in tliis case equals Msh as tabulated; it 
is always drawn downward, as it is always 
negative. The closing line Mir A crosses 
the load curve A-B'-Gt iit x, which is 
the theoretical Point of Contraflexure; 
MtrA w^ill be called the theoretical clos- 
ing line. Now as it is plain that one 
end of a member cannot be in tension 
and the other portion under compres- 
sion at the same time, nor one end be 
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under stress of either character and the 
opposite end of the same member be at 
the same time free from stress^ it follows 
that the contraflexure, i.e., the change 
from tension to compression, or vice 
versa, must actually occur at a joint, 
probably the joint nearest to the theoret- 
ical point of contraflexure, as C", which 
will change the value of M. We will 
designate this joint where the change oc- 
curs as the Point of Mechanical Contra- 
flexure. If the theoretical point of con- 
traflexure occurs at the middle of a panel, 
select the joint which will give the 
greater stresses to the members in ques- 
tion. Should this occur when we are 
obtaining the chord stresses with tht? 
arm fully loaded, or nearly so, choose the 
joint at the left, which gives the greater 
value of M, as this will give the greater 
stresses of the same kind as the dead- 
load stresses, which we are seeking. The 
greatest chord stresses of the opposite 
kind were obtained when considering the 
truss to be acting on the principle of t^^e 
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lever as an independent span, as de- 
scribed in Case II. 

As the closing line must be straight, 
draw A-nif, for the mechanical closing 
line, passing through C". The line 0-R 
drawn parallel to this line will divide the 
load 1-3 into 1-R and 72-2, the portions 
which react at a and g respectively; i?-2 
will also be the reaction at from that 
])ortion of the truss aO which, under 
this load, may be said to act as an inde^ 
})endent span, — the portion of the truss 
c(/ acting at the time as the overhanging 
arm of a cantilever; K-2 will therefore 
be the compression in Cc, As c is the 
point of contraflexure there will be no 
stress in be or CLK Now consider the 
joint C: pass upwards over 2-Ej which 
is the amount of stress in Cc, omit CD 
as its carries no stress, then draw i?-6" 
parallel to BCund the action of its stresses 
upon this joint, and draw 6"-2 parallel 
to Cb and its stress with reference to 
this joint, to close on 2, and the maxi- 
mum tension in bCis obUiined. 

To show more fully that this is the 
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proper stress for ICy take that portion 
of the truss aAi5(7 which with this load 
reacts as an independent span upon a 
and C. Considering the joint «, pass 
upward i2-l, the left reaction, then 
draw \'V and V-R parallel respectively 
to ah and Ba\ take next the joint B, 
pass back on R-h' and draw h'-h" and 
V'-R parallel to Bh and BC respectively; 
next, taking the joint ft, retrace V'-b' 
and V'\y which represent the stresses in 
hB and ha, and pass down the load line 
1-2, the amount of load at 6, and we find 
that a line 2-6" drawn from 2 parallel 
to ft (7 and the action of its stress upon 
this joint just closes at ft", showing that 
there is no stress in he, and that 2-ft" is 
the stress in ftC; 72-2, as before stated, is 
the stress in Cc. 

Next consider the load advanced until 
c also is loaded; 2-3 on the load line rep- 
resents the load at c. Draw 0-3 and C'-D' 
parallel to it, continuing the latter to 0^% 
A'B'-C-Oo will be the load curve for 
loads at ft and c. Lay off Gq-Mq down- 
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M 
ward from O^ of the value -^ and draw 

the closing line Mc-A^ M with this load 
equals M%c as tabulated. This time the 
closing line crosses so near to D' that^ 
without change, it will be considered to 
pass through D' and to be tL^ correct 
mechanical closing line. 0'R\ which 
coincides with 0-2, cuts off the pier 
reaction i2'-3. Now consider the joint 
D\ pass upward 3-iZ', which is the com- 
pression in dDy and, omitting DE^ which 
with this load has no stress, draw R'-c^ 
and (?'-3 parallel to CD and Dc respect- 
ively; then 3-c' will be the tension in 
cD. 

This again can be more fully proven 
by drawing the complete diagram of 
that portion of the truss which is at the 
left of the point of contraflexure, begin- 
ning with i?'-l, the left reaction. It is 
unnecessary to give it here in detail. 

Next consider the load advanced unt?T. 
the joint d is also loaded: 3-4 will be 
the additional load and D'-E' will be 
drawn parallel to 0-4, and produced to 
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Oa; A-B'-C'D'-Oa will now be the 
load curve. Oa-Ma will equal Jf ( = Mad) 
divided by H. M^-A will be the theo- 
retical and m^A the mechanical closing 
line, and E' the point of mechanical 
contraflexure. 0-R", drawn parallel to 
ma-Af will cut off jB"-4, the pier reaction 
which is also the compression in Ee. 
Consider the joint E\ draw R^-d' par- 
allel to DE and d'-4 parallel to Ed\ d'-4, 
will be the tension in dE. 

Next advance the load to e; 4-5 on the 
load line will be the additional load; 
draw 0-5 and draw E'-F^-O^ parallel to 
it; A-B'-C'D'-E'-Q. is the new load 
curve. Lay off M at Gt'^e of the value 

—xT-\ M^'A will be the theoretical clos- 

ing line, but m^A will again be the 
mechanical closing line. The last load e 
will be at the point of mechanical con- 
traflexure. The pier reaction will now 
equal the stress in Ee plus the load at a, 
which fact will slightly change the dia- 
gram. It is to be borne in mind that 
any load at, or to the right of, the point 
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of contraflexure will cause no reaction 
upon the left abutment. Now, consider- 
ing the joint e, pass downward the 
amount of the pier reaction ^"-5, which 
is the sum of the two forces acting 
downward at this point, then draw 5-e' 
and e'-R" parallel to eF and fe respect- 
ively, closing on R", as there is no stress 
in de] 5-e' will be the stress in eF. 
Consider the point F: retrace e'-5, draw 
the line 5-e" parallel to FO, and e^-e' 
parallel to fF, closing on e', as there is 
no stress in EF\ e'-e" will be the com- 
pression in the post Ff, 

Now advance the load upon / and the 
entire arm is loaded. The additional 
load will be represented by 5-6 on the 
load line and A-B'-C'-D'-E'-F'-Of will 
be the complete load curve. TJie theo- 
retical closing line passes nearly mid- 
way between E' and /', and E' is again 
selected as the point of mechanical 
contraflexure; for this position will give 
greater stresses in the members to be 
considered than if F' were chosen. The 
pier reaction is 6-^", and this is ob- 
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viously the maximum compression in Gg, 
ThQ new pier moment Gfm^, multiplied 
by H and divided by the depth Gg of 
the truss, will be the maximum stress in 
GG ot the top chord and compression in 
ff of the bottom chord. Now consider 
the joint G: pass upward the pier re- 
action 6--ff", which is the stress in Gg^ 
draw R"'g' parallel to GG and equal to 
the stress in that member, g'-f parallel 
to GF and its stress with reference to Gy 
and /'-6 parallel to Gf and its stress 
with reference to the same, to close on 6; 
f'-g' is the maximum tension in FG, and 
and Q'f that in fG. Thus are found 
the maxima live-load stresses in the main 
web members and in both chords in the 
middle and next adjacent panels, for a 
line drawn from f perpendicular to 
R"'g' will cut off f"-g\ the maximum 
compression in ef. 

Gf-m^ scales about 29.8, which multi- 
plied by 80,000, {H,) gives a pier 
moment of 2,384,000 f t.-lbs. for the full 
load, instead of 1,750,000 ft. -lbs. as cal- 
culated and tabulated. This rather 
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large difference u due to the change 
from the theoretical to the mechanical 
position of the point of contraflexnre ; 
for GfMf multiplied hy H will give the 
moment as calculated. That the cou- 
traflexure, or change of flexnre^ actually 
occurs at a joint is probahly undoubted. 
In a case like the present^ where the 
theoretical position of the change of 
stress occurs about midway between two 
joints^ it is impossible^ with our present 
knowledge of the action of strains, to 
definitely decide at which point the 
change really occurs. The writer be- 
Ii(W08 that good judgment will select 
that joint which will give the greater 
strosseH in the members under considera- 
tion. 

The remaining maxima live-load stresses 
of the same nature as the dead-load 
strosscs, i.e., tensions in the upper and 
oompn'ssions in the lower chord, will 
Ih^ ojisily obtained by scaling the bending 
momonts direotlv from the ordinates of 
the oquilihriuni polygons, whei'ethe dos- 
ing linos falls bolow the broken lines or 
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load curves. It could indeed occur that 
the stresses as just found in ef and FG 
would not be the maxima stresses in 
those members, in which case they also 
would be taken from the ordinates of 
the polygon. The maximum ordinate at 
each panel point may be easily found by 
inspection. For any loading the value 
of M can be quickly calculated by the 
aid of the table of coefficients and the 
closing line to the polygon drawn. A 
few principles regarding the loads for 
those stresses may be mentioned. 

It is plain that the condition of load- 
ing must in each case be such that the 
point of contraflexure will be somewhere 
at the left of the member in which the 
stress is sought, in order that the stress 
be of the kind sought; the portion of 
the truss in which the member is situ- 
ated will, under this condition of load- 
ing, act as an overhanging arm, which 
supports at the point of contraflexure 
what may be considered as the end of 
that portion of the truss at the left of 
this point, which is, with this condition. 
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acting as the truss of an independent 
span. Now, evidently, when thus con- 
ditioned, a load at the right of the 
member in question cannot cause stress 
of the kind sought in that member; but, 
on the contrary, by changing the point 
of contrafiexure to a position nearer the 
pier, will always tend to lessen the stress 
of this kind. Therefore the maxima 
upper-chord tensions and lower-chord 
compressions will always be caused by 
loads to the left of the member under 
consideration, the right arm being at 
the time fully loaded. In the panels 
near the end the maxima stresses of this 
kind may be caused simply by the nega- 
tive reaction being resisted by the 
Litched end; or, if the end be not 
hitched, by the half-panel live load at 
the end, no other portion of the left arm 
being loaded. In the present case the 
negative reaction will be the same 
whether resisted by either condition; 
it causes maxima chord stresses of this 
character in the four panels nearest the 
end, or from a to e and from B to /'. 
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An examination of the equilibrium poly- 
gons will always readily show in what 
panels this condition will obtain^ and 
the amounts of stress can be arrived 
at, either from the moments by scaling 
the ordinates of the polygons, or by 
continuing the diagram l-l'-a'-a" by 
the direct method through the re- 
quired members, as shown at the top 
of Fig. 13. The latter is perhaps the 
easier method. All of the maxima live- 
load stresses of this character will usually 
be found under some of the conditions 
of loading just considered for the main 
web stresses and for which the polygons 
are already drawn. 

From the equilibrium polygons drawn 
for conditions of loading as above, we 
have only to select and scale, at each 
panel point, tlie maximum ordinate be- 
tween the broken line or load curve of a 
polygon and its closing line, where the 
latter lies below the former, multiply it 
by //, and divide by the depth of the 
truss at the point in question (i.e., at the 
vertical between the same two diagonals 
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between which t-ne member under con- 
sideration is situated), and we have the 
maxima compreaiions in the lower chord 
and horizontal components of the ten- 
sions in the upper chord due to live load. 

For the upper-chord stresses draw a 
line parallel to the ?cwer chord (hori- 
zontal), and near it a line parallel to the 
upper chord. On the .former lay off the 
lower-chord stresses; at the measures, 
perpendiculars erected to it, cutting the 
latter, will intercept on it the upper- 
chord stresses, i.e., those in tbe members 
included between the same diagonals. 
See /-/'and//'. Fig 13. 

Those stresses when combined with 
the dead-load stresses give the maxima 
stresses of the siime nature as the dead- 
load stresses, and the analysis is com- 
pleted if the ends of the bridge are 
neither latched down nor raised. 

Ends Latched Down. — If the ends of 
the bridge be latched down, the negative 
reaction at the outer end of the right 
arm, when not loaded, caused by the de- 
flection due to loads upon the left arm 
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will be redisted^ which will cause the 
bridge to act as a continuous girder, and 
we cannot consider either arm to act as an 
independent span under this condition of 
loading ; this will reduce such maxima 
stresses as have been found to occur 
under this condition. Then in that por- 
tion of the analysis given in Case II, for 
the chord stresses we must start with the 
reaction 1-2 equal to the reaction at a 
with the left arm fully loaded and the 
right arm unloaded, the bridge consid- 
ered as a continuous girder. The pier 
moment will equal Ms, and the reaction 
is readily found. Then for the counter- 
strains in the web members, as each 
panel is removed, beginning at the outer 
end, to obtaiA the maximum shear we 
must again each time calculate the reac- 
tion and lay it off on the load line in- 
stead of 1-5, 1-8 ; etc., or what amounts 
to the same thing, make 2-5, 5-8, etc., 
equal to the difference between each new 
reaction and the one previously used. 
The reaction at the abutment a will 
each time be equal to the corresponding 
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reaction of the same system of loads 
upon an independent span, plus the pier 
moment for that loading divided by the 

length of the span of the arm ; or iZ + -y , 

V 

in which R equals the reaction for the 
span, I, considered, on the principle of 
the lever, as a single independent span. 
M is easily obtained for any position of 
load by the aid of the table of coeffi- 
cients. Eemeinber that M is always 
negative. These values of the reaction 
have simply the theoretical points of con- 
traflexure. The reader can in each case 
correct it graphically to the point of 
mechanical contraflexure, as previously 
sliown, should he choose to do so. Prom 
what follows it will be seen that this 
correction or a further explanation h 
not considered necessary. 

The writer believes that in obtaining 
the maxima compressions in the top 
chord and end post, tensions in the 
bottom chord and first web member, and 
counter-stresses in the balance of the 
web members, it is best always to con- 
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sider the arm to be acting as an inde- 
pendent span ; because tlie load may at 
times come upon the bridge when the 
ends are not latched, causing either arm 
to act as an independent span, so far as 
the live-load stresses be concerned; in" 
which case the strains would be greater 
than those stresses obtained by consider- 
ing it as one span of a continuous 
girder. The treatment for the negative 
reaction at the latched end has been 
given. 

Ekds Lifted. — In case the ends are 
lifted by a lifting apparatus, or wliat 
may be termed an artificial reaction, ap- 
plied to the ends, calculate first the dead- 
load stresses as given in Case I for the 
bridge when unloaded and swinging, but 
for those dead-load stresses which are to 
be combined with the live-load stresses 
use a positive reaction at the abutment 
end equal to the estimated force which 
is to be applied to lift it. This force 
should exceed any possible negative re- 
action at this point. The diagram will 
be somewhat similar to that for Case 
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11^ Fig. 9^ and is so simple and so 
readily understood that an explanation 
of the method of constructing it will 
not be given. The known external 
forces will be this artificial reaction 
exerted upward at the abutment^ and the 
dead loads acting downward at the panel 
points. Begin with the artificial reac- 
tion. 

For important structures it is best to 
combine both cases of dead-load stresses 
with the live-load stresses^ and select the 
greatest results^ as the live load may at 
times come upon the bridge when for 
some reason the ends have not been 
raised. Combine Case I, as herein given, 
with Case III ; and combine Case I, with 
the artificial reaction applied to the end, 
with Case II. These stresses thus com- 
bined will be maxima for all conditions 
of ends raised or ends simply supported. 

Concluding Remarks. — In the entire 
foregoing discussion it has been assumed 
that each panel point receives its load 
wholly independent of any other panel 
load; this, for uniform loads, is a com- 
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mon and perhaps uanal assumption. For 
all the ordinary types of bridges in which 
the floor load of each panel is carried to 
. the floor-beams at the panel points by 
means of stringers^ or any equivalent 
arrangement^ this assumption is not 
correct ; for no individual beam can re- 
ceive the full load from a stringer: the 
adjacent beam or abutment must receive 
a portion of the load. •Therefore no 
panel point can be fully loaded without 
each adjacent panel point carrying .at 
least a half panel load; from which fact 
it follows that the maxima shears will 
actually be somewhat less than found 
under the usual assumption. The error, 
however, is small, and is always on the 
Bide of safety; and the writer believes 
that the practice of finding the web 
stresses according to the usual custom ol 
assuming each load to act-independently 
is a creditable one. The web members 
may well be allowed thia much favor in 
the c&lculations. 

In tlie example given, the writer has 
selected a very simple ty^e of bridge, and 
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has endeavored to explain the application 
of the method quite fully, believing that 
from so doing the analysis will be more 
readily understood than if more com- 
plicated case had been chosen. When 
the method herein given is thoroughly 
comprehended, it will be readily adapted 
to several different types of trusses, 
though not to all. In the design of the 
trusses in the spans the method applies, 
with slight modifications, to any single 
system of triangulation. No difficulty is 
presented by the use of counterbraces in 
the panels near the ends, and the treat- 
ment for such cases is so nearly the same 
as that given, and so simple, that it was 
not deemed necessary to be given. The 
slight difference occurs in Case II. 

Figs. 1 to 5, inclusive, show as many 
different arrangements of the truss at the 
pier to which this analysis will apply; it 
is thought that the practical designer 
will find it adaptable to a sufficient 
number of available designs that he will 
consider it to be unnecessary labor to go 
tb»ougli the tedious calculations of a 
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threenspan design. Figs. 1 and 2 show 
arrangements at center of truss for 
center -bearing turn-tables. For the ar- 
i-angement shown in Fig. 1 all panels 
must be of equal length, which may not 
always be found convenient. In that 
shown in Fig. 2 the center panel may 
be of any convenient length, as the pier 
reactions of the truss are upon the ends 
of beams which are independent of it, 
and for the stresses in the arms of the 
truss the center panel may be considered 
not to exist. The greatest strain that 
can come upon a counter in the center 
panel will be the strain from one half 
the shear from the greatest amount of 
unbalanced loads, which latter will be 
one half the pier reaction from a full 
live load on one arm, the other arm 
being at the same time free from load. 

Fig. 3 is susceptible of two distinct 
arrangements. If arranged as shown in 
the figure, the center panels may be 
omitted in the calculations of the stresses 
in the arms ; or, if desired, the top 
chords may continue straight to tlie cen- 
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ier^ as in Fig. 1. In the first case the 
center panels may have any convenient 
length and the arms considered to react at 
the adjacent vertical posts ; in the latter 
case all panels must be of equal length 
and the two arms considered to receive 
the pier reaction at the center of the top 
chord. In Figs. 4 and 5 the counters 
in the center panels are merely inserted 
to prevent excessive tipping of the bridge 
when swinging. They should have ^ 
small amount of play at their connections 
so as to take no strain when the bridge 
is closed, and hence have no place in the 
calculations of the stresses, for which 
reason they are not shown with full lines. 
Fig. 5 represents the entire truss of the 
type herein treated. 

For unequal panel lengths in the arms, 
the table of coeflBcients will not apply; 
for such cases equation (1) may be used 
to find the pier moment, and the i*e- 
mainder of the treatment will be sub- 
stantially as given. 

It is realized that much has been given, 
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in describing this analysis, whicli to some 
will seem superfluous; the writer begs 
the indulgence of such, believing that 
others, not so familiar with graphical 
methods, will appreciate the i-ather ele- 
mentary manner in which the description 
of the method has been attempted. 

The writer believes that for the ordi- 
nary types of swing-bridges the foregoing 
analysis will compare favorably with any 
that has been placed before the public. 
In the usual swing-bridge the spans of 
the arms are (^qual and the panels in 
them are of equal length, and for such 
the table of coefficients for the pier mo- 
ment furnishes a ready and convenient 
key to the problem of continuity for any 
design equivalent to a two-span girder. 
The table applies for .unequal as well as 
for equal panel loads, and stresses may 
be calculated for concentrated loads. 

In conclusion, the writer would say 
that he can discern no satisFactorv reason 
why the ordinary cat^e of a swing-bridge 
should be treated as a continuous girder 
of three spans. So long as the service? 
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of a bridgeman be required to turn the 
bridge, there can be no reasonable ob- 
jection to latching down, or raising, the 
ends ; and with either of those conditions 
the continuoas girder of two spans is 
superior to that of three spans ; for it 
gives more uniform reactions on the two 
sides of the pier, affords a much simpler 
treatment of the stresses, and is free 
from ambiguity of stress in the members 
near the pier. It is certainly a better 
policy to so design a bridge that the 
stresses may be readily and definitely 
determined than to choose a complicated 
design involving any djesrree of uncer- 
tainty. 



APPENDIX A. 

COMPARATIVE REACTIONS UNDER 

FULL LOAD. 

It is a well-established principle that 
if a continuous girder of two equal spans 
consists of a solid beam or such other 
design that its load may be uniformly 
distributed throughout its length, with 
both spans fully loaded, the total load 
on either span will react in the pro- 
portion of three-eighths upon the end 
abutment and five-eighths upon the 
centre pier. A girder composed of an 
open system of bracing cannot be uni- 
formly loaded throughout its length, 
though it may carry uniform concentra- 
tions at the panel points, which approx- 
imate rather closely to a uniformly dis- 
tributed load. The reactions from such 
a girder, continuous over two spans, 
will only approximate the principle stated 
above; the approximation will be more 
or less close according as the concentra- 
tions are situated at more or less fre- 
quent intervals upon the spans. 
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APPENDIX B. 

THE PIER MOMENT FOR UNEQUAL 

SPANS. 

Ik the preceding analysis for swing- 
bridges the problem of continuity was 
aolved by means of a table of coefficients 
from which is readily obtained each value 
of Jfj, — the character Jlf^ being under- 
stood to represent the amount which 
each loaded panel affects, or contributes 
to, the pier moment, if, in a continuous 
girder of two equal spans, having equal 
panel lengths throughout the spans. It 
will now be shown that this table of co- 
efficients is applicable to unequal spans 
with very nearly the same facility with 
which it can be applied to equal spans. 
It is not necessary that any dimension of 
one span shall equal the corresponding 
dimension in the other span ; it is only 

09 
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necessary that the pauel lengths be uni- 
form throughout each individual span. 

The following formula for the pier 
moment, My of a continuous girder of 
two spans was given, and from it were 
tabulated the coefficients for M^ (see 
equation (1), Case III, page 63) : 

+ \^ W{i: - .').] -f- 2(/, + y } . («) 

In this equation the same symbols have 
been used and have been given the same 
significance as in equation (1). 

Let M^ represent the amount which 
any panel load contributes to the pier 
moment of a continuous girder of two 
(equal or unequal) spans, and let l^ rep- 
resent always tlie span on which the load 
is situated, {z must necessarily refer to 
the same span.) Then Jf = ^Jf,, and, 
omitting the summation, we may write 
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or, in a different form. 



^X^. + ^.) = -^^^f^'. . (*) 
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Now, let np = l^ and vp = Zy following 
the former notation (given in Case III), 
but referring always to the span on 
which the load is situated, and equation 
(J) becomes 

Mil 4-z^- ^(^y - ^y>p 

^A^. + t.) - 2«i? 

■~ 27t • • ^^^ 

Again, if we divide both terms of equa- 
tion (c) by 2npy substituting in the first 
term its equivalent value, 2Z^, we have 



'0 



The last term of this equation is the 
game as the expression formerly obtained 
for the value of M^, and the expression 
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^^ — j-i—^ 18 exactly that which in Case 

III was tabulated for the coefficients of 
Jfo and designated as c. Using this 
designation for the above expression, 
and remembering that c is always nega- 
tive, equation (d) may be written 

M, = eWp^j. . . {e) 

From equation {e) it is plain that, to 
find the value of if, for two unequal 
spans, we perform precisely the same 
simple operation as for finding the value 
of M^ for equal spans, then multiply the 
result by twice the length of the span on 
which the load is situated, and divide by 
the combined length of the two spans. 

To express it algebraically, 

2Z„ 



M. = if„ 



I +x 



If l^ = Z^, then will either of those 

symbols equal /^^ and the expression 

21 
T-^"-- will become unity. 

I. + h 
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When the fipans are unequal, it is 
necessary to calculate the stresses for 
each span separately, which iuvolv^ 
about double the amount of computation 
necessary for two equal and symmetrical 
spans. But the former exceeds the latter 
only in the amount of computation ro- 
quired; it is equally simple, as has been 
shown. .... 

It is not thought that it will be nec- 
essary to give an example of the appli- 
cation of the method to unequal spans, 
as it follows, generally, the method for 
equal spans, and it is belieyed that the 
explanation given will be sufficient; but 
it may be well to mention that with un- 
equal spans it is necessary to remember 
that for the values Msby Mic, etc., we 
must combine the values Mb, Mc, etc., 
for one span with the value Ms of the 
other span, when considering a moving 
load on one span with the other span 
fully loaded. 

It may be of interest to notice that a 
load upon the longer span affects the 
pier moment much more than an equal 
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load relatiyely situated on the shorter 
epavLy owing to the greater deflection of 
the former. 

The solution of continuity for two 
sjians, as herein given^ though of not 
quite universal application, is so very 
nearly general that it may be very suc- 
cessfully applied to the calculations oi 
Ordinary Swing Bridges. 
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trations. Large 12mo 7 50 

BBAUMONT, W. and DU6AI.D CLERK. Auto- 
cars and Horseless Carriages Uq Press.) 

BBGKWITH (ARTHUR). Pottery. Observations 

on the Materials and Manufacture of Terra-Cotta, 

Stoneware. Fire-Brick, Porcelain. Earthenware, 

' Brick, Ma.iolica, and Encaustic Tiles. Svo, paper. 

Second edition 60 

BBRNTHSEN (A.). A Text-Book of Organic Chemis- 
try. Translated by GteorgeM'Gowan, Ph.D. Fourth 
I English edition. Revised and extended by author 
and translator. Illustrated. 12mo, cloth 2 50 

BBBTIN (L. E.). Marine Boilers: Their Construc- 
tion and Working, dealing more especially with 
Tubulous Boilers. Translated by Leslie S. Robertson, 
Upward of 250 illustrations. Preface by Sir William 
White. 8vo,cloth. Illustrated 7 50 

BI66S (C. H. W.). First Principles of Electricity 
and Magnetism. Being an attempt to provide an 
Elementary Book for tnose intending to enter t\e 
profession of Electrical Engineering. Second edition. 
l2mo, cloth, illustrated 2 OC 
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BINNS (CHAS. F.). Manual of Practical Pottins:. 
(Compiled by Experts. Third edition, revised and 
enlarged. 8vo, clotli net 7 50 

-^— Ceramic Tecjinology; being some aspects of Tech- 
nical Science as applied to Pottery Manufacture. 
8vo, cloth net 5 00 

BI<AKE (W. P.). Report upon the Precious Metals. 
Being Statistical Notices of the Principal Qold and 
Silver producing regions of the world, represented 
at the Paris Universal Exposition. 8vo, cloth 2 00 

BI^AKESIiEY (T. H.). Alternating Currents of Elec- 
tricity. For the use of Students and Engineers. 
Third edition, enlarged. l:i2mo, cloth 1 50 

BI.YTH ( A . WYNTER, M. R. C. S., F. C. S.). Foods: 
their Composition and Analysis. A Manual for the 
use of Analytical Chemists, with an Introductory Es- 
say on the History of Adulterations, with numerous 
tables and illustrations. New edition.. . . .(In Press) 

— — — Poisons : their Effects and Detection. A Manual 
for the use of Analytical Chemists and Experts, 
with an Introductory Essay on the growth of Modern 
Toxicology. Third edition, revised and enlarged. 
8vo, •cloth 7 60 

BODMER (O. R.). Hydraulic Motors ; Turbines and 
Pressure Engines, for the use of Engineers, Manu- 
facturers and Students. Second edition, revised and 
enlarged. With 301 illustrations. 12mo. cloth 5 00 

BOII^EAU (J. T.). A New and Complete Set of 
Traverse Tables. Showing the Difference of Latitude 
and Departure of every minute of the Quadrant and 
to five places of decimals. 8vo, cloth. 5 00 

BOTTONE (S. R.). Electrical Instrument Making for 
Amateurs. A Practical Hand-book. With 48 ulus- 
tratioQS. Fifth ed.tion, revised. 12mo, cloth 60 



Electrify Bells, and all about them. A Practical 



Book for Practical Men. With mor»» than 100 illus- 
trations. 12mo, cloth. Fourth edition, revised and 
enlarged 50 



-The Dynamo : How Made and How Used. A 



Book for Amateurs. Eighth edition. l2mo, cloth... 1 00 
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BOTTOM E (S. R.^. Electro Motors : How Made and 
How Used. A Hand-book for Amateurs and Practical 
Men. Second edition. 12mo, clotb 75 

BONNET (G. E.). The Electro-Platers' Hand-book. 
A Manual for Amateurs and Young Students on 
Electro-Metalliu>gy. 60 illustrations, 12mo, cloth.. 1 20 

BOW (R. H.). A Treatise on Bracing. With its appli- 
cation to Bridges and other Structures of Wood or 
Iron. 156 illustrations. 8vo, cloth 1 50 

BOWSER (Prof. E. A.). An Elementary Treatise 
on Analytic Geometry. Embracing Plane Geometry, 
and an Introduction to Geometry of three Dimen- 
sions. 12mo, cloth. Twenty-first edition 1 75 

An Elementary Treatise on the Differential and 

Integral Calculus. With numerous examples. 
12mo, cloth. Seventeenth edition 2 25 

— — An Elementary Treatise on Analytic Mechanics. 
With numerous examples. 12mo, cloth. Fourteenth 
edition 3 00 

An Elementary Treatise on Hydro-Mechanics. 

With numerouA examples. 12mo, cloth Fifth 
edition 2 60 

— ^— A Treatise on Roofs and Bridges. With Numerous 
Ex^'rcises. Especially adapted for school use. 12mo, 
cloth. Dlustrated net 2 25 

BO^FIE (AUG. J., Jun.,M.E.). A Practical Treatise 
on Hydraulic Mining in California. With Description 
of the Use and Construction of Ditches, Flumes, 
Wrought-iron Pipes and Dams ; Flow of Water on 
Heavy Grades, and its Applicability, under High 
Pressure, lo Mining. Fifth edition. Small quarto, 
cloth. Illustrated 5 00 

BURGH (N. P.). Modem Marine Engineering, applied 
to Paddle and Screw Propulsion. Consisting of 86 
colored plates, 259 practical woodcut illustrations, 
and 403 pages of descriptive matter. The whole 
being an exposition of the present practice of James 
Watt & Co., J. & G. Rennie, R. Nnpier & Sons, and 
other celebrated firms. ThicK quarto, half morocco. 10 00 
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BURT (W. A.). Key to the Bolar Ck>mpass, and 
Surveyor's Ck>mpaiiion. Comprising all the rules 
necessary for u»e in the fle d ; also description of 
the Linear Surveys and Public Land System of the 
United States. Notes on th** Ba> ometer, Suggestions 
for an Outfit for a Survey of Four Honuis, etc. 
Seventh edition. Pocket-book form, tuck 2 50 

CAI.DWGI.Ii, (O. C), and A. A. BRKNBBIAN. 

Manual of Introductory Chemical Practice. For 
the use of Students in ColJeges and Normal and 
High Schools. Fourth edition, revised and corrected. 
8vo, cloth Illustrated 160 

CAMPIN (FRANCIS). On the Construction of Iron 
Roofs. A 1 heoretical and Practical Treatise, with 
wood cuts and Plates of Roofs recently executed. 
8vo, cloth. 2 00 

CARTER (E. T.). Motive Power and Gearing for 
Electrical Machinery. A Treatise on the Theory 
and Practice of the Mechanical Equipment of Power 
Stations for Electric supply and for luectic Traction. 
8vo,cloth. Illustrated 5 00 

CATHCART (Prof. WM. I..). Machine Elements: 
Shrinkage and Pressure Joints. With tables and 
diafrrams. 8vo, cloth. Ulustrated net 2 50 

— Marine Engine Design (In Press.) 

CHAMBER'S MATHEBIATICAI« TABI.ES, con- 
sisting of logarithms of Numbers 1 to 106,000, Trigo- 
nometrical, Nautical, and other tables. New edition. 
8vo, cloth 175 

CHAUVENET (Prof. W.). New Method of Correct- 
ing Lnnar Distances, and Improve 1 Method of 
Finding the Error and Rate of a Chronometer, by 
Equal Altitudes. 8vo, cloth 2 00 

CHRISTIE (W, "WAXI^ACR). Chimney D«>8ign and 
I beory. A Book for Enfi^neers and Arcbitect«, with 
numerous half-tone illustrations and plates of famous 
chiruue^s. 12mo. cloth 3 00 

CHFRCH (JOHN A.). Notes of a Metallurgical 
Journey in Europe. 8vo, cloth 2 00 

CI< ARK B. ( KINNEAR, C. E.). A Manual of Rules, f 
Tables and Data for Mechanical Engineers. Based 
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on the most recent investigations. Illustrated with 
numerous diagrams. 1,012 pages. Svo, cloth. Sixth 

edition 5 00 

Half morocco 7 50 

CI^RK D. (KINNEAB, C. £.>. Fuel: its Combust- 
iou and Economy, consisting of abridgements of 
Treatise on the Combusti«>n of Coal. By C W. 
Williams; and the Economy of bueh by T. 8. 
Prideaux With extensive additions in recent prac- 
tice in the Ck)mbustion and Economy of Fuel. Coal, 
Coke, Wood, Peat, Petroleum, etc. Fourth edition. 
12mo, cloth 150 

The Mechanical Engineer's Pocket-book of Tables, 

Formulae, Rules and Data. A Handy Book of! 
Reference for Daily Use in Engineering Practice. 
16mo, morocco. Second edition 8 00 

Tramways, their Construction and Working, em- 
bracing a comprehensive history of the system, 
with accounts of the various mod^s of traction, a 
description of the varieties of rolling stock, and 
ample iietails of Cost and Working Expenses. 
Second edition. Re-written and greasy enlarged, 
with upwards of 400 illustrations. Thick 8vo. cloth. 00 

The Steam Engine. A Treatise on Steam Engines 

and oilers ; comprising the Principles and Practice 
of the Combustion of Fuel, the Kconom cal Qenera- 
tion of Steam, the Construction of Steam Boilers, and 
the Principle^, ConRtructif>n and Performance of 
Steam Engines, Stationary, Portable, Locomotive 
and Marine, exemplified in Enginen and Boilers of 
recent date. 1,300 figures in the text, and a series 
of folding plates drawn to scale. 2 vols. 8vo, cloth. 15 00 

CI<ARK (JACOB M.). A new System of Laying Out 
Railway Turn-outs instantly, by inspeciion from 
Tables 12mo, leatherette 100 

CLAUSEN-THU (W ). The A. B.C. Univerpal Com- 
mercial Electric '1 elegraphic Code ; espn-cially 
adapted fur the use of Financif*rs, Merchants, Ship 
owners. Brokers, Agent, etc. Fourth edition. 8vo, 

cloth. 5 00 

Fifth edition of same 7 Oo 

— The Al Universal Commercial Electric Telegraphic 
Code. Over 1,240 pp., and nearly M),000 variations. 
8vo, cloth 750 
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CI^EMANN (THOS. M.)- The Railroad Engineer's 
Practice. Beine a Short but Complete Description 
of the Duties of the Young Engineer in the Pr^imi- 
nary and Location Surveys and in Construction. 
Fourth edition. Revised and enlarged. Ulustrated. 
ISmo.cloth 150 

CliEVENOER (S. R.)* A Treatise on the Method of 
Government Surveying as prescribed by the U. S. 
Congress and Commissioner of the Qeneral Land 
Office, with complete Mathematical, Astronomical 
and Practical Instructions for the use of the United 
States Surveyors in the field. 16mo, morocco 2 50 

COFFIN (Prof. J. H. G.). Navigation and Nautical 
Astronomy. Prepared for the use of the U. S. Naval 
Academy. New Edition. Revised by Conunander 
Charles Belknap. 52 woodcut illustrations. 12mo, 
cloth net. 8 50 

COLF (B. S., M. A.). A Treatise on Photographic 
Optics. Being an account of the Principles of 
Optics, so far as they apply to Photography. 12mo, 
cloth, 103 illustrations and folding plates 2 50 

OOIXINS (J AS. E.). The private Book of Useful 
Alloys, and Memoranda for Gk>ldsmiths, Jewelers, 
etc. 18mo, cloth 50 

CORNWALJL (Prof. H. B.). Manual of Blow-pipe 
Analysis, Qualitative and Quantitative. With a 
Complete System of Determinative Mineralogy. 8vo, 
cloth. With many illustrations 2 50 

CBAIO (B. F.). Weights and Measures. An Account 
of the Decimal System, with. Tables of Conversion 
for Commercial and Scientific Uses. Square 82mo, 
Umpcloth 50 

CBOCKFR (F. B.). Electric Lighthig. A Practical 
Exposition of the Art, for use of Engineers, Students, 
and others interested in the Installation or Operation 
of Electrical Plants. Second edition. Revised. 

8vo, cloth . Vol. I. The Generating Plant 8 00 

Vol. II. Distributing Systems and Lamps. Third 
edition. 8vc\ cloth. Illustrated 3 80 
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CROCKER, (F. B.), and S. 8. WHEKUSR. The 
Practical Manaeement of Dynamos and Motors. 
Fourth edition (twelfth thousand). Revised and 
enlarged With a special i-hapter hy H. A. Foster. 
12ino, cloth. Illustrated 100 

CUBIMINO (I.IWJEV% M. A.). Electricity treated 
Experimentally. For the use of Schools and Students 
New edition. 12mo, cloth 1 50 

DA VIES (E. H.)> Machinerv for Metalliferous Mines. 
A Practical Treatise fur Mming Engineers, Metalltuv 

gists and Managers of Mines. WiUi upwards of 400 
lustrations. Second edition, rewritten and en- 
larged. 8vo, cluth net 8 00 

DAT (CH ARISES). The Indicator and its Diagrams. 
With Chapters on Engine and Boiler Testing; 
Including a Table of Piston Constants compiled by 
W. H. Fowler. 12mo, cloth. 125 illustrations 2 00 

DERR (W. I<.). Block Signal Operation. A Practical 
Manual. Oblong, cloth 1 50 

DIXON (D. B.). The Machinist's and Steam Engineer's 
Practical Calculator. A Compilation of Useful Rules 
and Problems arithmetically solved, together with 
General Information applicable to Shop-Tools, Mill- 
Qearing,^ Pulleys and Shafts, Steam-Boilers and 
Engines- Embracing valuable Tables and Instruc- 
tion in Screw cutting. Valve and Link Motion, etc. 
16mo, full morocco, pocket form 125 

OODD (GEO ). Diotlooary of Manufacfuret, Mining, 
Machinery, and the Industrial Arts. Isimo, cloth ... 1 50 

DORR (B. F.)* The Surveyor's Guide and Pocket 
Table Book. 18mo, morocco flaps. Fifth edition, 
revised, with a second appendix 2 00 

DRAPER (C. H.). An Elementary T««it B^ok of 
Light. Heat and Sound, vith Numerus Examples. 
Fourth edition. 12mo. dotn. Illusirated 1 00 

Heat and the Principles of Tberrao-Dyramirs. 

With many illustrations and numerical examples. 
12mo, cloth 1 60 
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DUBOIS (A. J.), The New Methcnl of Oraphio 
S latics. TV ith 60 illustrations. 8vo, cloth 1 60 

£DDY (Prof. H. T.). Researches in Graphical 

Statics. Embracing New Constructions in Graphi- 
cal Statics, a New General Method in Graphical 
Statics, and the Theory of Internal Stress in Graphi- 
cal Statics. 8vo, cloth 1 60 

•* Maximum Stresses under Concentrated Loads. 

Treated graphically. Illustrated. 8vo, cloth 1 60 

X:iSSLKK (M.). The Metallurgy of Gold ; a Practical 
Treatise on tbe Metallurgical Treatment of Gold- 
Bearing Oren, including the Processes of Concentra- 
tion and Chlorination. and the Assaying, Melting 
and Refining of Gold. Fifth Edition, revised and 
greatly enlarged. 187 illustrations, litaio, cloth. ... 7 50 

The Metallurgy of Silver ; a Practical Treatise on 

the Amalgamation, Roasting and Lixivation of Silver 
Ores, includintc the As<a> ing. Melting and Refining 
of Silver Bullion. 124 illustrations. Second edition, 
enlarged, 12mo, cloth 4 Ot 



— The Metallurgy of Argentiferous Lead ; a Practi- 
cal Treatise on the Smeltins: of Silver Lead Ores and 
the Refining of Lead Bullion. Including Reports 
on Various Smelting Establishments and Descrii>- 
tions of Modem Smelting Furnaces and Plants m 
Europe and America. With 183 illustrations. 8vo, 
cloth 600 

— Cyanide Process for the Extraction of Gold and 
its Practical Application on the Witwatersrand Gold 
Fields in South Africa. Third edition, revised and 
enlarged. 8vo, cloth. Illustrations and folding plates 3 00 
A Hand-book on Modem Explosives, being a 



Practical Treatise on the Mapufaeiure and use of 
I'ynaiuite, Gun Cotton, Nitro-Glyeerine and other 
Explosive Compounds, including the manufacture 
of Collodion-Cot ton. wjfh chapters c»n explf>si\e8 in 
practical application. Second edition, enlarged with 
150 illustrations. 12mo, doih . t Of 

£LIOT (C. W.), and STOBEB (F. H.^. A compen- 
dious Manual of Qualitative Chemical Analysis. 
Revised with the co-operation of the authors, by 
Prof. William R. Nichols. Illustrated, twentieth ^ 
edition, newly revised by Prof. W. B. Lindsay. 12mo, 
clotii - '. net 1 25 
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JEIXIOT (Mi\). G£0. H.). European LUrht-House 
Systems. Being a Report of a Tour of Inspection 
made In 1873. 61 engravings and 21 woodcuts. 8vo, 
cloth •* 6 00 

JEIXISOK, (UBWIS M.). Practical Application of 
the Indicator. With reference to the adjustment of 
Valve Gear on all styles of Engines. Second edition, 
revised. 8vo. doth, 100 illustrations id Oi 

STEBETT (J. D.). Elementary Textbook o^ 
Physics. Illustrated. Seventh edition 12mo, clotK * SO 

EWINO (Prof. A. J.). The Magnetic Induction in 
Iron and other metals. 169 illustrations. 8vo, cloth 4 00 

FANNING (J. T.). A Practical Treatise on Hydrau- 
lic and Water-Supply Engineering. Relating to the 
Hydrology, Hydro-dynamics, and Practical Con- 
struction of water- Works in North America. 180 
illustrations. 8vo, cloth. Fifteenth edition, revis> 
ed, enlarged, and new tables and illustrations 
added. 650 pages 5 00 

FISH (J. C. li.). Lettering of Working Drawings. 
Thirteen plates, with descriptive text. Oblong, 
9xl2Mi. boards 100 

FISKE (I.le«lt. BBADIiET A., U. S. N.). Electric- 
ity in Theory and Practices or. The Elements of 
Electrical Engineering. Eighth edition. 8vo, cloth 2 50 

FISHER (H. K. C. and DARBT, W. C). Students' 
Guide to Submarine Cable Testing. 8vo, doth 2 60 

FISHER (W. C). The Potentiometer and its Ad- 
juncts. 8vo,cloth 2 25 

FLKISCHMANN (W.). The Book of the Dairy. A 
Manual of the Science and Practice of Dairy Work. 
Translated from the German, by C. M. Aikman and 
R. Patrick Wright. 8vo,cloth 4 00 

FLEMING (Prof. J. A.). The Alternate Current 
Transformer in Theory and Practice. Vol. 1— The 
Induction of Electric Ciurents; Oil iMiges. New edi- 
tion. Illustrated. 8vo, cloth 5 00 

Vo>. 2. The Utilization of Induced Currents. Illus- 
trated. 8vo, cloth 5 06 

— — " Electric Lamps and Electric Lighting. Being a 
crurse of four lectures delivered at the Royal Insti- 
tuUon, April-May, 1894. 8vo, doth, fully illusiraied 3 00 
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FI^EMINO (Prof. J. A.). Electrical Laboratory 
Notes and Forms, Elementary and advanced. 4to, 
cloth, illustrated 5 00 

FOLEY (NELSON), and THOS. PRAY, Jr. The 

Mechanical Engineers' Reference Book for Machine 
and Boiler Construction, in 2 parts. Part 1— Qeneral 
Engineering Data. Part »— Boiler Oonstruction. 
With fifty-one plates and numerous illustrations, 
specially drawn for this work. Folio, half mor . . . .26 00 

FORNEY (MATTHIAS N.). Catechism of the Loco- 
motive. Second edition, revised and enlarged. 
Forty-sixth thousand. 8vo, cloth 8 60 

FOSTER (Gen. J. O., U. S. A.). Submarine Blasting 
in Boston Harbor, Massachusetts. Removal of 
Tower and Corwin Rocks. Illustrated with 7 plates 
4to. cloth 3 60 

FOSTER (H. A.). Electrical Engineers' Pocket Book . 
1000 pages with the collaboration of Eminent 
Specialists. With innumerable tables, diagrams and 
figures. Third edition, revised. Pocket size, flexi- 
ble leather 5 CO 

FOSTER (JAMES). Treatise on the Evaporation 
on Saccharine, Chemical and other Liquids by the 
Multiple System in Vacuum and Open Air. Second 
edition. Diagrams and large plates. 8vo, cloth. ... 7 SO 

FOWLER. Mechanical Engineers' Pocket Book for 
1900 100 

FOX (WM.), and C. W. THOMAS. M. E. A 

Practical Course in Mechanical Drawing, second 
edition, revised. 12mo, cloth, with plates. 1 ;A 

f*BANCIS (J AS. B., C. E.). Lowell Hydraulic 
Experiments. Being a selection from ^periments 
on Hydraulic Motors, on the Flow of Water over 
Weirs, in open Canals of uniform rectangular 
section, and through submerged Orifices and 
diverging Tubes. Made at Lowell, Mass. Fourth 
edition, revised and enlarged, with many new experi- 
ments, and illustrated with 23 copper-plate engrav- 
ings. 4to, cloth 15 00 

PBOST (GEO. H.). Engineer's Field Book. "By C. 
S. Ooss. To which are added seven chapters on Rail- 
road Location and Cipnstruction. Fourth edition. 
12mo, cloth 100 
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FUIXER (OICOBOE: W.). Report on the Investiga- 
tions into the Purification of ttie Ohio River Water 
at Louisville, KentucKy, made to the President and 
Directors of the Louisville Water Company. Pub 
lished under agreement with the Directors. 4to, 
cloth. 3 full page plates net 10 00 

OEIPKL (WM.), and KII.OOUR, rM. H.) A 

Pocketbook of Electrical Engineering Foimula. Il- 
lustrated. 18mo, morocco 3 00 

OERBER (IJICHOLAS). Chemical and Physioiil 
Analysis oi! Jlilk, Condensed Milk and Infant's JNiiiu- 
Food. 8vo. cloth 125 

GESCHWIND (LUCIEN). Manufacture of Alum and 
Sulphates, and other Sails of Alumina and Iron ; 
their uses and applications as mordants in dyeing 
and calico printing, and their other applications in 
the Arts, Manufactures, Sanitary Engineering, Agri- 
culture, and Horticulture. Translated from the 
French by Charles Salter. With tables, figures and 
diagrams. 6vo, cloth, illus. net 5 00 

GIBBS (TVTI.I.IAM E.). Lightingby Acetylene, Gen- 
erators. Burners and Electric Furnaces. With (J6 
illustrations. Second edition revised. 12mo, cloth. . 1 50 

GIIXBIORE (GEN. Q. A.). Treatise on L'mes, Hy- 
raulic Cements, and Mortars. Papers on Practical 
Engineering, United States Engineer Department, 
No 9, Tiontaining Reports of numerous Experiments 
conducted in New York Cityduring the years of 1858 
to 1861, inclusive. With numerous illustrations. 8vo 
cloth 400 

Practical Treatise on the Construction of Roads. 

Streets, and Pavements, with 70 illustrations. ISmo, 
cloth 2 00 

Report on Strength of Building Stones in the 

United States, etc. Svo, illustrated cloth 1 00 

GOLDING (HENRY A.). The Theta-Phi Diagram. 
Practically applied to Steam, Gas, Oil and Air En- 
gines. 12mo, cloth. Illustrated net 1 25 

GOODEVE (T. M.)* A Text-Book on the Steam En- 
gine. With a Supplement on Qas-Engines. Twelfth *• 
Edition, enlarged. 143 illustrations. 12mo, cloth. . . 2 00 

GORE (G., F. R. S.). The Art of Electrolytic Repara- 
tion of Metals, etc. (Theor.-tical and Practical.) 
Illustrated. 8vo, cloth 3 50 
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OOUI.D (£. 8HERMAN). The Arithmetic of the 

Steam Engine. 8vo, cloth 1 OD 

GRIFFITHS (A. D., Ph. D.)- A Treatise on Manures, 
or the Philosophy of Manuring. A Practical Hand- 
Book for the Agriculturist, Manufacturer and 
Student. 12mo, cloth 800 

OBOVFB (FREDERICK). Practical Treatise on 
Modem Qas and Oil Engines. 8vo, cloth. Illustrated 2 00 

OURD£N (RICHARD LtOYD). Traverse Tables: 
computed to 4 places Decimals for every ° of angle 
up to 100 of Distance. For the use of Surveyors and 
Engineers. New Edition. Folio, half morocco. ..7 60 

OUT ARTHUR (F.). Electric Light and Power, 
giving the Result of Practical Experience in Central 
Station Work. 8vo, cloth. Dlustrated ? 00 

HA£D£R (HKRMAN C. £.). A Hand book on the 
Steam Engine. With especial reference to small 
and medium sized engines. English edition re-edited 
by the author from the second (German edition, and ^ 
translated with considerable additions and altera- 
C tions by H. H. P. Powels. 12mo, cloth. Nearly IJOO 
illustrations 300 

HAI^Ii (WM. S. Prof.). Elements of the Differential 
and Integral Calculus. Second edition. 8vo, cloth. 
Illustrated net 2 SS 

H AI.SF Y (F. A.). Slide Valve Gears; an Explanation of 
the action and Construction of Plain and Cut-off 
Slide Valves. Illustrated. 12mo, cloth. Sixth 
edition 1 CO 

The Use of the Slide Rule. Illustrated with 

diagrams and folding plates. 16mo, boards fiO 

HAMILTON (W. G.). Useful Information for Rail- 
way Men. Tenth Edition, revised and enlarged. 
562 pages, pocket form. Morocco, gilt 2 00 

HANCOCK (HERBERT). Text Rook of Mechan- 
ics and Hydrostatics, with over 500 diagrams. 8vo, 
cloth 1 95 

HARRISON (TV. B.). The Mechanics' Tool Book. 
With Practical Rules and Suggestions for use of * 
Machinists, Iron- Workers, and others. Illustrated 
with 44 eograv.ngs. 12mo, cloth Ififti 
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HASKINS (C. H.). The Galvanometer and its Uses. 
A M nual or Electricians and Students. Fourth 
edition. 12mo. c.oih 160 

HAW KB rwiIXIAM H.). The Premier Cipher 
Telegraphic Code Containing 100,000 Words nrd 
Phrases. The most complete and most useful general 
code yet published. 4to, cloth 600 

100,000 Words; Supplement to the Premier Code. 

All the words are select '•d from the official vocabu- 
lary. Oblong quarto, cloth ,, 4 20 

HAWKINS (C. C.) and WAIXTS (F.). Th » Dynamo; 
its Theory, Design and Manufacture. 190 iUustra* 
ti AS, 12mo, cloth 800 

HAV (ALFREI>). Principles of Altemate-Carrent 
Woming 12mo, cloth, illustrated 200 

HEAP (M^Jor D. P., U. S. A.). Electrical Appliances 
of thn Present Day. Report of the Paris Electrical 
Exposition of 1881. S50 illustrations. 8vo, cloth 200 

H12AVISIDE (OLIVER). Electromagnetic Theory. 
8vo, c otu, two volumes t aca 6 00 

HENRICI (OI.AUS). Skeleton Structures. Applied 
to ihe Building of Steel and Iron Bridges. Illustrated 1 60 

HERRMANN (OUSTAV). The Graphical Statics of 
M chaDism. A Guide for tue Use of Machinists, "* 
Architec s, and Engineers: and also a Tez'-book for 
Technical Schools. Transloted a.d annotated bv A. 
P. Smith, M. E. 12 no, cloth, 7 folding plates. Third 
Edition 200 

HERMANN (FELIX). Painting on Glass and Porce- 
lai'i f>nd Enamel Painting. On the Basis of Peisonal 
Practical Expe ience < f the i ondition of the Art up 
to date Translated by Charles Salter. Second 
greatly enlarged edition. 8vo, cloth, Ulustratious, 
net 3 50 

HEWSON (WM.). Princ'ples and Practice of Em- 
bankit g L -nds f -rm River Floods, as applied .o the 
Levees of the Mississippi. 8vo, cloth 2 00 

HILL (JOHN W.). Th'^ Purification of Public Water 
Supplies. lUustrat-d with va<uable Tables. Dia- 
> grams and Cuts. 8vo, clot d, 304 pages 3 00 

The Interpretation of Water Analyses. (In Press) 
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